
This is a digital copy of a book that was preserved for generations on library shelves before it was carefully scanned by Google as part of a project 
to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 
to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 
are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other marginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 
publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing this resource, we have taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 

We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain from automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attribution The Google "watermark" you see on each file is essential for informing people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liability can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 



at |http : //books . google . com/ 



LIBRARY 

OF THB 

University of California. 

Class 




H 



Hydrographic Surveying. 

Methods, Tables and 
Forms of Notes. 



SAMUEL HILL {.EA, M. Am. Soc. C. E. 
Consulting Engineer. 



OF TH€ 

UNIVERSi 

— ©f / 



New York: 

THE ENGINEERING NEWS PUBLISHING CO. 

190S. 



^\ 



ucf'V£H/\i. 



Copyrighted, 1905, 

BY 

Engineering News Publishing Co. 




TABLE OF CONTENTS. 

PART I. 

Hydrographic Surveying. 

Chapter I. Object — Outline Surveys — Traverse Surveys — Con- 
duct of Survey — Topographic Survey — Other Methods — Calculat- 
ing Capacity — Survey of Submerged Area 7 

Chapter II. Making Soundings — The Sounding Party — Shore . 
Assistants — Equipment — Sounding Machines — The Sextant — 
Sounding Ranges — Range Signals — Buoys — Locating Soundings — 
Cooper's Method — Bacon's Method — Reduction of Soundings. . .25 

Chapter III. Notes and Office Work — Sounding Book — Angle 
l^ook — Sounding Notes — Sextant Notes — Complete Notes — ^Tide 
Book — Platting Notes — Three- Arm Protractor — Hydrographic 
Maps and Charts 70 

Chapter IV. Measurement of Dredged Material — Measurement 
in Place — Measurement in Scows — Survey to Determine Capacity 
of a Lake — Method by Contours — Method by Cross-Sections. ... 91 



PART II. 

Measurement of Stream-Flow. 

Chapter I. Introduction — Discharge Station — Velocity Meas- 
urements — Floats — Current Meters — \J%e of Current Meters — Mul- 
tiple Measurements — Method of Integration 103 

Chapter II. Methods of Field Work — Rating Current Meters — 
Reduction of Observations — Rating Table — Formula for Dis- 
charge, Methods and Computation of Discharge — Weir Measure- 
ments — Measurement of Head — Conditions for Accuracy — Discharge 
Table and Conditions — The Wetted Perimeter — Coefficient of 
Roughness — Irrigation Canals — Flow of Water in Open Channels — 
Velocity Curves — Coefficient of Reduction — Sediment Observa- 
tions 124 



193670 



PREFACE. 

In offering this Manual to the public, the author ventures to hope 
that the information contained herein may be useful to engineering 
students and to the younger members of the profession as well as 
to those engineers of larger experience who are not thoroughly 
familiar with the minor details of Hydrographic Surveying. 

The author is conscious of the fact that much of the matter con- 
tained in the manual is elementary and that the hydraulic formulas 
are stated as nearly as practicable in their simplest forms. While 
this is true, it is believed that the subject under consideration, 
hydrographic surveying, does not require profound discussion, and 
that plain, direct treatment of the subject matter will be productive 
of the best results. 

No attempt has been made to introduce complicated mathematical 
formulas into the text since it is believed that ultra refinement in a 
hydraulic formula for discharge would be out of place in view of 
the impossibility of making ordinary field measurements with micro- 
scopic exactness. It has not been thought necessary to go deeply 
into theoretical or scientific derivations of causes and effects 
of phenomena connected with the flow of water. Such matters are 
fully covered in works on hydraulics, of which there are a number 
of excellent examples. 

It is the author's purpose to explain the practical features of hydro- 
graphic surveying, such as are likely to be encountered by the 
surveyor in actual practice and such as are at present to be learned 
only by actual field experience in this class of work. Much of the 
information contained in this manual was acquired by the author 
in the course of his professional work, and consequently has the 
merit of practicality. 

The author has -endeavored to limit the scope of this manual to 
such ordinary methods of hydrographic surveying as are likely to 
come within the practice of the hydrographic surveyor. It is desired 
that this little book will consitute a practical paper on surveying as 
applied to hydrographic work, and to embody therein a concise 
explanation of modern methods of practice. 

SAMUEL H. LEA. 
New York, October, 1904. 



PART I. 

HYDROGRAPHIC SURVEYING. 

CHAPTER I. 

Object — Outline Surveys — ^Traverse Surveys — Conduct of 
Survey — Topographic Survey — Other Methods — Calcu- 
lating Capacity — Survey of Submerged Area. 

Definition. The term Hydrographic Surveying is applied to sur- 
veys of rivers, lakes, canals and other bodies of water. Under this 
head should be included surveys of water sheds and drainage areas ; 
also surveys of basins or reservoirs for the storage of water on a 
large scale. 

Object, Hydrographic surveys are usually 'made for one or more 
of the following purposes : 

1. To determine the outline of a body of water, or of a water 
shed, basin or storage reservoir, in order to obtain sufficient infor- 
mation from which to prepare an outline map of the area surveyed, 
and to calculate the extent of the area covered. 

2. To determine the dimensions and the physical characteristics 
of a storage basin or reservoir in order to calculate its storage 
capacity. 

3. To determine the elevations of a sufficient number of points in 
a submerged area to define the sub-aqueous contours of the contain- 
ing valley or basin. 

4. To determine the discharge of a river or stream and to acquire 
such information as may be required concerning its physical charac- 
teristics. 

It is evident from the foregoing that much of the field work con- 
nected with hydrographic surveying is identical with that required 
in making ordinary land or topographic surveys, and is consequently 
more or less familiar to engineers and surveyors in general. It is 
not the object of this manual to describe such work in detail; the 
object is rather to describe and explain such details of hydrographic 
surveying as are not so generally familiar, but which are necessary 
for the proper execution of the work. 
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Classification, The various operations connected with hydro- 
graphic surveying may, for convenience, be classified under the 
following heads: i. Outline Surveys; 2. Topographic Surveys; 
3. Surveys of Submerged Areas ; 4. Measurement of Stream Flow. 
These operations will be discussed in order. 

Outline Surveys. ' ' 

There are several kinds of outline surveys, which may be classi- 
fied, according to the object for which made, in three divisions as 
follows : 

a To determine the outline of a body of water of moderate size, 
as a small lake, a river, or a canal. 

b To determine the boundary of a large body of water, as a bay, 
a great lake, or a large river. 

c To define the limits of a drainage area or of a storage reser- 
voir, a valley, or a basin. 

The kind of surveys that are best adapted for the purposes men- 
tioned will be discussed and their details explained. 

Traverse Survey. 

An outline survey of a body of water of moderate size may be 
conducted as an ordinary traverse, using such field methods as are 
best suited to the case; such surveys are usually made with transit 
and chain. 

When making a survey of this kind, in order to obtain good re- 
sults, the transit points should be marked with hubs, accurately cen- 
tered, careful fore and back sights should be taken, and the angles 
should be read on the vernier to the nearest minute. The courses 
should be run at a convenient distance from the water and the posi- 
tion of the water line determined by measurements from the line of 
the survey. The position of the high water line, when required, 
should also be determined and noted. The details of the local topog- 
raphy should be noted with more or less minuteness, depending upon 
the importance of the work. Prominent objects on shore, that are 
within convenient reach, may be located by direct measurement. 
Objects that are inaccessible or at a considerable distance from the 
survey, may be located by triangulation, as in the case of land sur- 
veys, sights being taken to each such object at two or more transit 
stations from which the object is visible. 

Notes, The notes for a survey of this kind are kept in the same 
manner as for an ordinary traverse survey on land. In Form i is 
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shown the form of field notes of an outline survey of a lake, made 
under the author's supervision. In this survey a transit and loo-ft. 
steel tape were used. The angles were read on the vernier, and the 
magnetic bearings of the courses were noted. The survey was a 
little over 12 miles in length; the number of courses was large as 
the shore line was very irregular, requiring numerous angles. The 
survey was closed at the point of beginning; the transit was then 
set up over this point, a backsight was taken to the last transit point, 
and the angular measurement between the first and last courses was 
made, in order to re-determine the bearing of the first course. This 
was compared with the first observation made, at the beginning of 
the survey, and the difference was found to be 0° 12'. This differ- 
ence is within the limit of allowable error for a survey of this kind 
and extent; such error should not usually exceed o** 15'. 

Party, The field party for a survey of this kind should be about 
the same as that required for an ordinary traverse on land or for a 
railroad survey. It is usually a good plan to provide, in addition 
to the regular sized party, two tapemen for making side measure- 
ments to locate the shore line and the local topography. When such 
addition is made the full party will consist of a transiiman, a front 
chainman, a rear chainman, two tapemen, one or more axemen, and 
a back flagman. On important surveys an engineer in charge will 
be required, in addition to the full party mentioned. On small sur- 
veys or in cases where local conditions will permit, the engineer in 
charge frequently acts as transitman. 

Outline of Storage Basin. 
A transit traverse to determine the outline of a storage basin or 
reservoir is conducted in a somewhat different manner to that just 
described. In making a survey of this kind it is first necessary to 
determine the location of the flood line, sometimes designated as 
the flow line. This is a contour line at the height oi the proposed 
surface of the impounded or stored water ; it is fixed by the height 
of the storage dam, being at the same elevation as the spillway or 
overflow of the dam. When the dam is designed for overflow over 
its entire length the elevation of the crest of the dam is taken as the 
elevation of the flow line. The location of this line on the ground 
around the perimeter of the proposed basin or reservoir fixes the 
limits of the basin and is the object of the survey. In order to ac- 
complish this object it is necessary to have a level party to designate 
the position of the flow line on the ground, in addition to a transit 
party to determine its location. 
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Conduct of Survey. 

In making a survey of this kind the level party should keep 
abreast of or slightly ahead of the transit party in order to indi- 
cate the position of the flow line on the ground. The line of the 
survey is run as close as practicable to the flow line, side measure- 
ments being made thereto when necessary. 

Party, The transit party should be about the same as for a lake 
survey. If care is exercised in fitting the survey line to the flow line 
the side measurements will be short; they can then be estimated or 
made by the level party or by the chainman, and in such cases no 
tapemen will be required. In many cases, however, it will be the 
part of economy to provide two tapemen for making side measure- 
ments to the flow line, as in the case of a lake survey for determin- 
ing the shore line. When this is done the work will be facilitated 
and the general progress of the party accelerated. 

The level party should consist of a leveller and a rodman. Since 
in a survey of this kind there are no variations in elevation to over- 
come, the work consisting in following a contour line, the level 
party should experience but little difficulty in keeping up with the 
transit party. 

In a wooded or brushy country it is good practice to provide a 
sufficient number of axemen to facilitate the progress of the survey. 
It is economy always to have plenty of help, especially of the 
cheaper grade, on a survey party, since by this means it is practicable 
to accelerate the general progress of the survey and thus lessen the 
total cost of the work. 

Stadia Surveys. 

It is frequently the case that outline hydrographic surveys can be 
made with the transit and stadia with satisfactory results. In such 
cases the method of procedure is entirely similar to that followed in 
making ordinary stadia surveys. The stadia stations are established 
at suitable points along the boundary of the area to be surveyed. 
Details of topography and the configuration of the shore line, in the 
case of a body of water, or of the flow line in the case of a reser- 
voir, are determined by side shots. 

Other than stadia methods are frequently employed for making 
surveys of this kind ; such methods are the same as those in use for 
land surveys where the conditions are similar. In many cases the 
plane table can be used to advantage, especially in filling in topo- 
graphic details ; this instrument has been much used by the engineers 
of the U. S. Coast and Geodetic Survey for work of this nature. 
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Where great accuracy is not required, a compass traverse will 
often prove entirely satisfactory for making outline surveys of 
bodies of water. In surveys of this nature the distances are meas- 
ured with a loo-ft. chain and the bearings are read with the needle, 
as in the case of an ordinary compass land survey. 

Triangulation Surveys. 

Surveys to determine the outline of a large body of water, as a 
great lake, a large river, a bay, etc., are generally best made by 
triangulation, In such cases the methods usually employed for 
triangulation work are followed ; those best adapted for the work in 
hand should be used. 

A good method of tri- 
angulating a river of con- 
siderable size is illustrated 
in Figure i. A base line, 
as 1-2, is first carefully 
measured with a steel tape, 
the extremities of the base 
being marked with stout 

fig.irTriangulatioT^ of R\v©Y-. Po^ts or hubs, carefully 

centered. All the other 
points and distances on both sides of the river are determined by 
angular measurements, the transit occupying successively the dif- 
ferent triangulation stations ; the distances between stations are cal- 
culated by trigonometry. When such a survey is of considerable 
extent it is usually a good plan to measure the final course, as 5-6, 
with a steel tape as a check upon the accuracy of the instrumental 
work. In order to obtain good results each observed angle should 
be measured not less than three times, the mean of the several 
readings being taken as the true reading. 

Stadia Work. In a survey of a river, where the distance between 
opposite banks is not too great, stadia methods can be used to ad- 
vantage, in connection with triangulation or traverse surveys. In 
such a case a good method to follow for such work is to run a 
transit line down one bank of the river, the distances between 
stations being carefully measured with a steel tape and the angles 
at all deflection points being repeated in order to guard against 
possible error. Points on the opposite bank can be located by inter- 
section, the distances being determined by stadia. In this way fairly 
accurate results can be obtained at moderate expense. 
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Topographic Surveys. 

Surveys made to determine the topographic features of a water- 
shed or drainage area, or of a reservoir site, are essentially topo- 
graphic surveys and, as such, require no extended treatment in this 
manual. 

In modem practice stadia methods are extensively used in surveys 
of this nature ; many of the United States Deep Waterways surveys 
were made with transit and stadia. In the United States Deep 
Waterways topographic surveys on the Black and Salmon rivers, 
conducted by Mr. W. B. Landreth, Member American Society Civil 
Engineers, and described by him in the Transactions of the American 
Society of Civil Engineers, the methods used were both simple and 
effective. The following account of these surveys is taken from 
the description above referred to; it is cited as a good example of 
modern practice for such work. 

Party and Outfit. The party consisted of the engineer in charge, 
a transitman, a recorder, three or more stadia rodmen, a draftsman, 
a computer and two or more axemen. When running levels the 
head stadia rodman was detached from the main party for that 
purpose. 

The outfit consisted of a transit, fitted with stadia wires, its hori- 
zontal limb reading to 20 seconds, and its vertical arc to single min^ 
utes ; a stadia rod for each rodman, a wye level and level rod, a large 
canvas umbrella, a tin megaphone, a loo-ft. steel tape, and the 
necessary outfit of drawing table, instruments, etc. This equipment 
is the same as that ordinarily used for a survey of this nature, with 
the addition of the umbrella and the megaphone. The former is 
quite useful for protecting the observer and his instrument from 
the weather ; it is not commonly used, however, in ordinary surveys. 
A megaphone is serviceable in transmitting directions from the 
observer to other member of the party; it is a modern innovation 
and has not come into general use. 

Field Work, The field work was conducted in the manner usually 
adopted on surveys where distances are determined by stadia. The 
engineer in charge selected the base line points to be occupied, and 
located the stadia points on circuits, so arranged as to cover the 
territory fully; the party followed closely behind. Each stadia 
rodman was assigned a particular class of objects to locate; one 
followed the streams, another selected contour points, another located 
roads, buildings, woods, etc. The rodmen all worked independ- 
ently of each other; when convenient all were kept on the same 
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side of the transit in order to facilitate the reading and platting of 
the azimuths. 

When working on streams of considerable size a circuit was run 
along one bank and the topography on both sides of the stream was 
taken therefrom. In doing this the corps of rodmen was divided 
into two parties, one party being kept on each side of the stream 
during the observations. In surveying a large stream that was 
frozen over, a circuit was run on the ice and tke topography on 
both sides was located therefrom. 

The topography of crooked streams, that were not frozen, was 
located by means of a circuit which was run so as to cross the 
stream at the bends and to include as much of the adjacent topo- 
graphy as possible. In such a case part of the rodmen worked on 
each bank and the remainder of the party crossed the stream from 
point to point as the survey progressed. 

This method is 
illustrated in Fig. 
2, in which the 
full line A, B, C, 
D represents the 
base line and the 
dotted line i, 2, 3, 
4 represents a cir- 
cuit. 

Wooded areas 
were surveyed by 
methods suited to F-.^.e. stod.a suw^y- 

the local topographical conditions. For deep hollows or gorges a 
circuit was run along the top of each bluff, the slope on either side 
being taken from the line on the opposite bluff. For long, gentle 
slopes a circuit was run along the top and the foot of each slope, and 
short circuits were run connecting them, so spaced as fully to cover 
the territory surveyed. 

All streams, roads, buildings, outlines of woods, town and county 
lines were located. Two corners of each building were generally 
located by the observer, the rodman measuring the dimensions with 
his rod and giving the data to the recorder when passing him. 

OMce Work. At the close of each day's field work ^the field 

party reduced and checked the stadia readings made during the day, 

also the vertical angle elevations. The office force calculated the 

platitudes and departures of the stadia circuits. Two or more field 

books were in use at one time, the recorder changing books each 
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day, and leaving the book used in the field on the previous day for 
use of the office force. 

In the instance that has been cited the size of the party was 
greater than is ordinarily used for making surveys of this kind. 
When rapid work is required and the office work is to be kept up 
with the field work, it is advantageous to have a large party. 
Usually, however, in surveys of this nature, a stadia party consist- 
ing of five men will be of sufficient size. Such a party should 
consist of an instrument man, a recorder and three rodmen. When 
required, one or more axemen or laborers should be added to the 
party, for cutting brush, rowing a boat, etc. A party of this size, 
with no office force, will not be able to keep the field notes written 
up and the reductions made by evening work. It is, therefore, 
advisable to take advantage of stormy days to do office work and, 
when necessary, to keep the entire party in the office for a day to 
catch up with the office work. 

Other Methods. 

There are other methods in common use for making topographic 
surveys. The method which is perhaps most commonly employed 
for this purpose is that which is sometimes called the railroad 
method, from the fact that it is generally used in topographic rail- 
road surveys. This method requires the use of base lines, carefully 
run with transit and chain, with secondary lines at right angles 
thereto, all elevations being taken with a level. In open country 
the plane table can be used to advantage to locate the topography, 
in which case the elevations are taken with a level as when an 
ordinary transit is used. 

For close work in a wooded country, the transit and level is 
generally preferable. For an open country the stadia method is 
both rapid and economical and is sufficiently accurate for ordinary 
work. 

Survey of Storage Reservoir. 

A survey to determine the capacity of a valley or basin for water 
storage is usually a topographic survey, which can be made accord- 
ing to one of the methods that have been described ; care should be 
taken to use such methods as are best suited to local conditions. 

In practice there are two general methods suitable for determin- 
ing the cubical capacity of a storage reservoir; these for 
convenience, may be respectively designated as follows : 

I, Method by Contours; 2, Method by Cross- Sections. Each 
.method is adapted to its own special purpose; such method should 
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be used as will best suit the case in hand. These two methods will 
be described in order. . 

Method by Contours. 

This method is usually employed when close results are required, 
in which case a complete topographic survey is necessary. The 
methods used in making such a survey will usually be decided by 
local conditions aind by the facilities at hand. A complete topo- 
graphic survey can be made with transit and chain, or with transit 
and stadia, or with plane table, as has been explained. If the area 
to be surveyed is covered with brush and undergrowth, or is thickly 
wooded, the most satisfactory method of making the topographic 
survey will usually be with transit and chain. In such a case base 
lines are run with the transit and are marked with stakes at suitable 
intervals. These base lines may be parallel and at fixed distances 
apart ; or they may be so run that the principal base line will occupy 
some favorable feature of the topography, such as the top of a 
ridge, the bottom of a valley, a railroad, or a highway, etc., with 
other base lines parallel or slightly inclined thereto. Secondary or 
spur lines are run at right angles, or nearly so, to the bases, so 
spaced as to fully cover the ground to be surveyed. All lines should 
be staked at intervals of 25, 50, or 100 feet, as may be required by 
the conditions under which the survey is made. Levels should be 
run over these lines, the elevations being noted at each stake and at 
all intermediate points where changes in slope occur. Contours can 
be taken with a hand level, using the elevation of the nearest station 
of the base or spur^ line as a datum. Topography may be taken 
according to the methods best suited to the case. 

If the country is fairly open, affording opportunity for long shots, 
the best and most expeditious method of making a survey of this 
nature will be with transit and Stadia. This method has already been 
explained. .: 

In many cases a plane table can be used with satisfactory results 
in making a survey of this kind. Any one of the methods that 
have been mentioned may be best suited to a particular case, under 
the existing local conditions. Since in most text books on surveying 
the details of topographic surveying are fully explained it is con- 
sidered unnecessary to go into such details here. Only such features 
of the work as are especially concerned with hydrographic surveying 
will be discussed at length. 

Location of Dam. In making a survey for a storage reservoir or 
basin one of the most importdnt details is the selection of a suitable 
site for the dam. Since a dam is necessary for impounding the 
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water it is important that the most advantageous location for build- 
ing and maintaining the dam should be selected. Considerations 
affecting the volume of water to be impounded, the cost of the dam, 
its safety, maintenance, etc., will decide the choice of location. In 
many instances there is usually one site that is preeminently adapted 
above all others for a dam and in such a case the survey is made 
with respect to a dam to be built at this site. In some cases, how- 
ever, one or more sites offer apparently equal advantages as loca- 
tions for a dam and in such cases a thorough examination should 
be made to determine the best site. 

It will not be attempted in this manual to discuss the various 
factors affecting the choice of a dam site since such considerations 
are within the province of the engineer rather than that of the 
hydrographic surveyor. The function of the surveyor, for whom 
this manual is written, is to conduct in the best manner such hydro- 
graphic surveys as are intrusted to him; and the scope of this 
manual will be confined to such work. 

Flazi^ Line. The site for the dam having been selected, the 
elevation of the overflow or spillway is fixed; this determines the 
height of the water surface. The elevation of the overflow is often 
decided by the safe height to which the dam may be built. Some 
times it is fixed by the permissible height to which water may be 
allowed to rise in the basin ; or by the elevation of the surrounding 
high ground; or by other factors depending upon local conditions. 
In some cases the elevation of the surrounding high ground above 
the dam site is the deciding factor in fixing the elevation of the 
spillway. 

The survey having been made, a topographical map is drawn, 
upon which the position of the flow line is platted accurately to 
scale; as are also the positions of the several contour lines, whose 
vertical distances apart are determined by the height of the contour 
interval. 

The outline of the proposed dam is also platted, showing the 
crest and the toe of slope on either side. The resulting figure will 
resemble that shown at a. Figure 3, in which the flow line and the 
successive contours are shown by the irregular full lines and the 
outline of the dam is designated by the full line across them. The 
intersection of each contour line with the face of the dam will form 
a straight line from side to side of the valley as shown. 

Calculating the Area, The next step is to carefully calculate, 
separately, the area enclosed by the flow line and by each contour 
line. The most convenient and expeditious method of calculating 
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platted areas, with irregular boundaries, is by means of the plani- 
meter. By carefully using this instrument upon an area drawn 
accurately to scale, very close and accurate results can be obtained. 
A planimeter is not always available, however, and, where such is 
the case, areas can be quickly computed by platting them to scale on 




(c) Cross Section at Site of Dam. 
f\g.3. Covitour Map and Section of Storage Reserwor. 

cross-section paper, as shown in Figure 4. The area included within 
each contour line is then determined by counting the small squares 
and fractions of squares enclosed therein ; the aggregate will be the 
total area of the surface considered. This is a practical and satis- 
factory method of determining areas of irregular figures where 
mathematical exactness is not required. Cross-section paper is 
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cheap and easily obtainable, and irregular figures can be rapidly 
platted thereon. 

Another method of determining such areas is to plat them care- 
fully to as large a scale as possible on drawing paper; then divide 
the figure into triangles by means of lines drawn between selected 
points on the boundary. The area of each triangle is computed 
separately and the sum of the partial areas added together for the 
entire area. Where the boundary is very irregular, that portion of 
the figure between the boundary line and the adjacent straight line 
forming the side of a triangle, can be closely approximated by 
dividing the included area into small figures, approximating trape- 
zoids or triangles in form, and carefully computing these partial 
areas. 

Calculating the Capacity, The r" 



areas enclosed by the several 
contours having been computed, 
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the reservoir may be considered j ""j "\~~\ 
as consisting of a series of pris- 

moids, whose bases are the areas | | 

enclosed by the flow line and by i ^ ^ 

the successive contour lines, and j 4.^ 

whose altitudes are the contour j I 

intervals. A longitudinal sec- \" 

tion from the upper end of the L- 

reservoir to the dam is shown at ' 

h, Figure 3. A cross-section of . ~ 

the valley at the dam site is | [ 

shown at c in the same figure. j • 

The capacity of the reservoir I , 

can be calculated either by the L_. 

method or average end areas or | 

by the prismodial formula. The f "" T ~ " 

first method will give only ap- L _ i J 

proximate values and should not ' , 

be used when close results are | ""1" 

required. The second method is | !-- i^ 




far more accurate and should be ' 1 ; ; 
used where a close approxima- " " - ^ - - 
tion is required. 

Example. An example will 
be given, showing the results obtained by each method, using the 
same data in each case. The capacity of the reservoir illustrated in 
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Figure 4 will be calculated, first by the method of average end areas, 
and then by the prismoidal formula. 

Square feet '■ 

Let Ao = the area enclosed by the flow line 1*633 

Let Ai = the area enclosed by first contour 1,229 

Let A2 = the area enclosed by second contour 900 

Let A3 = the area enclosed by third contour * . . 710 

Let A4 = the area enclosed by fourth contour 434 

Let Ag = the area enclosed by fifth contour 187 

Let Ae = the area enclosed by sixth contour 36 

The contour interval is five feet. 

Then, by the method of average end areas : 

h(Ao4-Ai) h(Ai + A2) hCAz + As) h(A3 4-A4) 

vi- 2 'v2= 2 'v3= 2 ' V4= 2 'etc. 

v = Vi + V2 + V3 + V4etc. = h (y= + Ai + A2 + As + y) (1) 

In this formula, v^, Vj, Vg, v^, etc., are the volumes of the figures 
enclosed by the flow line and by the successive contours, and v is 
the volume of the entire reservoir. Substituting the given values in 
the above formula and reducing, we have, discarding fractions, 
vi = 7155 cub. ft. V2 = 5323 cub. ft. vs = 4025 cub. ft. V4 = 2860 cub. ft. 
vs = 1553 cub. ft. ve = 558 cub. ft. Therefore v = 21,474 cub. ft. 

When the prismoidal formula is used two adjacent prismoids are 
considered as one and every alternate area is used as a middle area. 
In such a case the height of each prismoid is twice the contour 
interval. By the prismoidal formula, representing the respective 
areas by Ao, Aj, Ag, etc., and the respective partial volumes Vi, Vj, 
Vj, etc., and the total volume by v, and the altitude of each prismoid 
by 2h, we have : 

vi=y(Ao44Ax+A2); V2=y(A2+4A3+A4); V3=y(A444As+A«) 

v=Vi+V2+V3=-~(Ao44Ai+2A244A3+2A444A5+A«) (2) 

Substituting known values and reducing, we have, discarding 
fractions : 

v= 21,402 cu. ft. 

If the reservoir is divided into an odd number of prismoids, in- 
cluded between adjacent contours, it is evident that, when the pris- 
moidal formula is applied, there will be a prismoid for which there 
will be no known middle area. In such a case this final prismoid 
can be calculated separately by the method of average end areas; 
this will usually involve no great error when the prismoid is at the 
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bottom of the reservoir, since in that case its volume is small com- 
pared with the remaining volume. A more exact way, however, is 
to interpolate a middle area between the two final areas and then to 
compute the volume of the odd prismoid by the prismoidal formula. 

Method of Interpolating Areas. The most practical and ex- 
peditious way to interpolate a middle area between two adjacent 
areas whose outlines are known is by the graphic method, on cross- 
section paper. In order to do this draw the lines bounding the two 
adjacent areas accurately to scale, in their relative positions, on 
cross-section paper: then draw a third line 
midway between the two adjacent boun- 
dary lines. This third line will be the 
boundary of the middle area sought; this 
area is computed in the same manner as 
that described for computing the other 
areas. This method is illustrated in Figure 
5, in which the dotted line M is the boun- 
dary of an interpolated area between the 
next larger and the next smaller areas 
respectively. •_ j _i _ l j. . 

In the foregoing calculations no allow- f\g. 5. Me+hodi o-r 
ance has been made for the space in the ini-erpo\at\n3 con+our. 
channel of the stream which is shown flowing through the valley, 
since the successive contours have been taken simply to the surface 
of the water in the stream. When close results are required it will 
usually be necessary to take account of the stream channel below the 
water surface, to calculate its volume correctly, and add it to the 
volume already obtained for the basin. 

Method by Cross-Section. 
In case it is not necessary to obtain close results in computing 
volumes the method by cross-sections is by far the cheaper and 
more expeditious of the two methods for determining the capacity 
of a storage reservoir. When this method is used the flow line is 
located on the ground by one of the methods previously described, 
and cross-sections are taken from side to side of the reservoir at 
suitable intervals. Generally it is a good plan to first make the out- 
line survey and then to plat it accurately to scale on drawing paper. 
The plat having been made, the best locations for taking the cross- 
sections are selected. In the case of an extended survey, around an 
area of considerable size, selections can frequently be made as the 
survey progresses and before its final completion. The cross-sections 



OBJECT 



21 



should preferably be parallel in order to enclose between adjacent 
sections figures resembling trapezoids as closely as possible. This 
will result in regular figures and will render the computations sim- 
pler than if the cross-sections are not parallel. 




r\g.6. OutVme Map of Storage Reservoir. 

If the ground within the flow line has a fairly regular slope the 
sections should be taken where the best results can be had in de- 
termining superficial areas. If, however, the ground is broken and 
irregular a sufficient number of sections should be taken to afford 
fairly well proportioned figures. Usually the number of sections 
taken is governed by the closeness of results required and by the 
importance of the survey. 
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The points having been selected, Hnes are run across the valley, 
(Connecting the survey lines on either side. These lines should be 
staked and the points where their extremities intersect the survey 
lines carefully noted; also the pluses and angular distances. Levels 
are then run over the cross-section lines in order to determine the 
cross-section profiles. 

In order to give a practical illustration of this method a plat of a 
reservoir is shown in Figure 6, in which M-N is the dam site and 
the lines numbered i, 2, 3, 4, etc., represent the successive courses 
of an outline survey, following closely the flow line, which is repre- 
sented by the irregular dotted line. The parallel sections A-B, C-D, 
E-F, etc., divide the surface into trapezoids whose bases are the 
horizontal projections of the respective sections, and whose sides 
are those portions of the flow line included between adjacent sec- 
tions. The flow line is usually irregular but may be considered 
straight between adjacent sections, since when the survey line is 
closely run it will usually lie about as much within as without the 
flow line. The superficial area enclosed within the flow line cap 
be determined by computing the area of each trapezoid separately 
and adding the partial areas together. It is not always necessary 
to determine the superficial area of a basin or reservoir, but such 
knowledge is often desirable and can usually be acquired with but 
little extra labor. In order to determine the capacity of the reser- 
voir it should be treated as a solid figure composed of a series of 
figures closely resembling prismoids, whose bases are the cross- 
sections that have been taken, and whose altitudes are the perpen- 
dicular distances between adjacent sections. This will be the case 
when all the sections are parallel, as they should preferably be for 
convenience in calculation. If the outline of the reservoir is very 
irregular it may be necessary to take the sections at different angles 
instead of parallel. In such cases the resulting figures will not 
usually be prismoids. and their volumes should be calculated by 
such rules of mensuration as are applicable to them. Each instance 
of this kind should be treated as a special case ; the example given 
here is applicable to parallel sections. The capacity of the reservoir 
will be found by aggregating the volumes of the several prismoids 
and of the two end figures which usually resemble wedges in form. 
The volumes can be calculated by the method of average end areas 
or by the prismoidal formula, as previously explained. An example, 
showing the application of these two methods, will be given in the 
description of the method for calculating the contents of a lakej 
this will apply to a reservoir, since the two figures are similar in 
general shape. 
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This method of determining the capacity of a reservoir is simple 
and involves much less labor and expense than a complete topo- 
graphic survey. The results obtained are not so accurate as those 
obtained from a topographic survey, but they are usually sufficiently 
close for ordinary purposes. 

Survey of Submerged Area. 

One of the most common duties of the hydrographic surveyor is 
that involving the survey of a submerged area or the survey of 
territory that is partially or entirely covered by water. A hydro- 
graphic survey to determine the sub-aqueous topography of a body 
of water may be made for one or more of the following purposes : 

1. To show the exact conformation of the bottom and as much of 
the adjacent slopes as may be required; also the variation in level 
in the water surface, and the character of the material composing 
the bottom, when required. 

2. To determine what changes may be made in the configuration 
of the channel or basin under consideration; to indicate where 
material should be removed by dredging or blasting or other means ; 
where material may be dumped for filling or for disposal; and to 
measure the quantity of material removed or deposited. 

3. To indicate what changes have taken place in the bed or 
channel of a river, canal, or other waterway, either by the filling up 
of the channel by deposits of silt or mud, or by the erosion of the 
banks by the action of the weather or the current. 

4. To obtain sufficient data for making a map or chart for navi- 
gation purposes, or for projecting improvements, such as sea walls, 
breakwaters, docks, wharves ; or for works for bank protection, such 
as levees, revetments, mattresses, dikes, etc. 

A survey of this nature usually involves two distinct operations. 
It is first necessary to determine the shore line and to locate the 
position of such of the adjacent topography as may be essential for 
snaking a complete map or for fixing the positions of the sub- 
aqueous measurements. This is done by outline or topographic 
survey as previously described, using such methods as are best 
suited to the case and the local conditions. In many instances it 
will be necessary to locate by triangulation or by direct measure- 
ment a number of prominent objects on shore, such as lighthouses, 
churches, windmills, etc. Such objects may often be at a consider- 
able distance from the water, and in such cases they are selected for 
use in locating soundings or other measurements on the water. 
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The shore line and the necessary topography having been located, 
the next step in a survey of this kind, will be to measure the depths 
])elow the water surface of a sufficient number of points to show 
the configuration of the bottom. This operation is analogous to the 
taking of levels in a topographic survey; it differs essentially in 
detail, however, since in a topographic survey the points where levels 
are taken are previously located, while the measurements below the 
water surface must be located at the time they are made. The 
process of making such measurements is called Making Soundings; 
it will be described in detail. 



CHAPTER II. 

Making Soundings — The Sounding Party — Shore Assist- 
ants — Equipment — Sounding Machines — The Sex- 
tant — Sounding Ranges — Range Signals — Buoys — Lo- 
cating Soundings — Cooper's Method — Bacon's Method — 
' Reduction of Soundings. 

Soundings are usually made either with a pole or with a lead line, 
according to the depth of the water. For depths of about i8 feet 
or less a sounding pole can be used to advantage ; for greater depths 
it is customary to use a weighted line, commonly called a lead line. 

Soundings are usually made from a boat and sounding operations 
'generally require a party familiar with the work to be done, and an 
equipment suitable for the work in hand. The size of the party 
and the kind of equipment required in making soundings will vary 
according to the nature of the locality where the soundings are 
made, the extent of the area to be sounded, the method used for 
locating the soundings, and local conditions of tide, current, etc. 

Sounding Party. When soundings are made it is usually neces- 
sary to locate them in order that their positions may be platted on a 
map or chart. A complete sounding party will therefore include, 
in addition to those required for making and recording the sound- 
ings, the observers who locate the soundings, and such assistants as 
may be necessary, according to the method of location used. For 
convenience the various members of the sounding party may be 
classified as follow's : a observers, or instrument men ; h sounding 
crew ; c boat crew ; d assistants on shore. 

Observers, The observers who locate the positions of the sound- 
ings, are stationed at selected points on shore except when the loca- 
tions are made from the boat, in which case the observers are 
stationed in the sounding boat. One or more observers may be 
required, depending upon the method of location. The duties of the 
observers will be explained in detail under the head of "Locating 
Soundings." 

Sounding Crew. The sounding crew usually consists of a re- 
corder, a leadsman and a signalman. In some cases the recorder 
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acts as a signalman, and in special cases, where great rapidity is 
required in the work, two leadsmen are used, who make soundings 
alternately. 

Recorder. The recorder is provided with a note book, in which 
he records the depths as they are ascertained and called out by the 
leadsman. He also observes and notes the exact time when each 
observed sounding is made and performs such other duties as may 
be assigned to him. These duties will be explained in detail in 
describing the various methods of locating soundings. 

Leadsman, The leadsman is usually an important member of the 
sounding crew, since upon his skill and rapidity the progress of the 
sounding party is largely dependent. In shallow water, where a 
sounding pole is used, for determining depths, the leadsman stands 
upon a platform in the forward part of the boat, a little back of the 
bow, and near one side. In making a sounding he plunges the pole 
into the water, holding it in such a manner that it will become 
vertical when the foot of the pole reaches the bottom. If the boat 
is in motion, as will usually be the case, the foot of the pole is 
thrust ahead at a sufficient angle to reach the bottom, at the same 
time the boat progresses far enough for the pole to become vertical 
in the hands of the leadsman. At the proper time the leadsman 
notes the depth of the water on the pole and calls it out in feet and 
tenths to the recorder ; he then draws up the pole and prepares for 
the next sounding. In withdrawing the pole from the water the 
leadsman pulls it up until the foot is within a short distance of the 
surface, then he "breaks it down*' over the side of the bow in front 
of him, letting it rest there until the next sounding. A good leads- 
man will, after a little practice, become quite expert in withdrawing 
the sounding pole from the water in the manner described, as well 
as in casting it forward to conform to the motion of the boat. 

When a lead line is used the leadsman should, for each sounding, 
endeavor to have the line truly vertical and without sag when the 
lead touches the bottom and the depth is read. If the sounding boat 
is in motion he should cast the lead ahead, allowing the line to run 
out freely until just before the bottom is reached, when the line is 
pulled taut, causing it to assume a vertical position as the lead 
touches the bottom. When sounding in a stream or in water where 
there is a current, the leadsman should be careful not to allow his 
line to sag or belly under the action of the current before noting 
the depth. A little practice will enable a skillful leadsman to deter- 
mine the exact time at which the lead touches the bottom and thie 
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line becomes truly vertical, at which time the reading should be 
taken. The leadsman should be thoroughly familiar with the mark- 
ings on the lead line, denoting depths, and in reading the depth of 
a sounding he should be able to quickly estimate, on a line, gradu- 
ated to feet, the nearest tenth or half-foot, as may be required. He 
observes the tag next above the water, in order to determine the 
correct depth. He should call out, in a clear distinct voice, the 
observed depth of each sounding to the recorder, who repeats the 
call to avoid mistake, before entering it in his note book. At suitable 
intervals, when required, the leadsman notes the character of the bot- 
tom, as shown by the material adhering to the bottom of the lead, 
and calls it out to the recorder. In withdrawing the lead from the 
water after a sounding the leadsman should lay the line neatly in a 
coil on the platform upon which he stands, being careful to have 
successive coils come in their proper places, one above the other, in 
order that the line will not foul or become tangled as it is paid out 
for the next sounding. With a little practice the leadsman will 
usually learn to gage his speed so as to make each sounding at the 
correct time. This is important when rapid work is required. He 
should carefully note the condition of his line, the appearance of the 
tags marking the graduations, and the security of the fastening of 
the line to the lead. He should at all times be careful to maintain 
his equipment in serviceable condition. 

Signalman. In sounding operations, when the soundings are 
located by observers stationed on shore, it is customary to have a 
signalman to notify the observers when to make observations. The 
signalman is usually provided with a small flag, which he holds in 
his hand, raising and lowering it, as directed by the recorder, to 
make the signals. In some cases two flags, one red and the other 
white, are used, generally the white flag is used for ordinary 
soundings, and the red flag denotes every fifth or every tenth sound- 
ing, thus serving as a check upon the numbering of the observed 
soundings. Sometimes other forms of signals than flags are used ; 
in either case the signalman should see that the signals are properly 
displayed. 

Boat Crew. The composition and size of the crew for the 
sounding boat will depend mainly upon the kind of boat used ; also 
upon local conditions of wind, current and tide. If a row boat is 
used a crew of from two to six oarsmen will be required, in addition 
to a steersman. In smooth water, where there is little or no current, 
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two oarsmen will usually be sufficient. In a strong current from 
four to six oarsmen will be needed, the latter number if the boat is 
large and if a wind is blowing. The author, in sounding operations 
on the Mississippi River, where an ordinary row boat was used, 
found that four oarsmen formed a crew of sufficient size for ordi- 
nary service. 

Steersman. In sounding upon a range, or where it is necessary to 
keep the boat on a straight course, a steersman is necessary. In 
some instances, when few soundings are to be made, or where rapid 
work is not required, the recorder or the signalman acts as steers- 
man. This arrangement is not practicable, however, when rapid 
progress is required. 

The duty of a steersman is to keep the sounding boat as closely 
as possible on the range or course upon which the soundings are 
made. When traversing a range he sights from the front to the 
back range signal, keeping both signals at all times as nearly as 
possible in line as the boat moves. When there is a strong current, 
as in the case of a river, and when the ranges are across the stream, 
as is frequently the case, it is practically impossible to maintain the 
boat directly along the range. In such cases a good plan is to start 
the boat upstream and allow it to drift across the range, making 
the sounding just as the range is reached. In cases where the cur- 
rent is not too strong, and where the range extends across it, the 
boat may be kept on range by holding its bow quartering upstream 
as it moves along. 

Power Launch. If a steam or power launch is used for a sound- 
ing boat a much smaller crew will be required than for a row boat. 
In such a case a full sized crew will consist of an engineman, a 
stoker and a steersman. In some instances only an engineman and 
a stoker are used for running a power launch ; the stoker then acts 
as steersman when required. 

Shore Assistants. In sounding operations, where ranges and 
range signals are used, it is usually necessary to have one or more 
assistants on shore to attend to the signals. In cases where movable 
signals are used, the shore assistants, after sounding work has been 
finished on a given range, take up the signals from that range and 
move them over to place on the next range to be sounded. The 
shore assistants, in addition to placing the range poles or signals, 
arrange the proper targets thereon to designate the different ranges, 
and attend to such other details as may be required. 
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Tide Gage Reader. In tidal waters, where a tide gage is used, 
it is usually necessary to have a tide gage reader as a member of the 
shore party. The duties of a tide gage 
reader consist in observing and noting at 
required intervals the reading of the tide 
gage and the force and direction of the 
wind; this information is recorded by him 
in a note book provided for the purpose. 
By referring to this note book the stage 
of the water at any time during the sound- 
ing work can be determined. 

Equipment. The regular equipment re- 
quired for making soundings consists of 
sounding apparatus and sounding boat. 
The apparatus ordinarily used consists of 
either a sounding pole or a lead line, ac- 
cording to the depth of the water to be 
sounded. 

Sounding Pole. A sounding pole should 
be of suitable length for the purpose re- 
quired, usually from 12 to 18 feet; it should 
be sufficiently thick to afford the requisite 
strength, but not too large around for con- 
venience in handling. Such a pole is usual- 
ly made round in cross-section gradually in- 
creasing in size from top to bottom; with 
two plane faces diametrically opposite each 
other, upon which the graduations are 
marked. For convenience of observation 
both faces are usually graduated, the gradu- 
ations being in feet and tenths. The pole 
should be made of tough, durable wood, 
preferably ash or hickory; the lower por- 
tion should be snugly fitted into an iron 
shoe or socket which is provided with a 
flat, disk-shaped base. This base should 
be large enough to prevent the pole sinking 

in soft material when restine uoon the bottom : it can be provided 
with a cup-shaped cavity or hollow for bringing up samples of the 
bottom. When such samples are desired the cavity is coated with 



of Pole. 



\ ^ ^,fron Shoe 

Fig.7. Sounding Pole. 
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tallow or with a preparation of yellow soap and beeswax, to which 
the particles of sand or mud adhere. 

A good form of sounding pole is illustrated in Figure 7, which 
shows the shape of cross-section and the graduations; the zero of 
the graduation is at the bottom of the iron shoe. The rod should 
be painted white, with the figures designating tenths in black and 
those denoting feet in red, as in the case of a level rod. 

Lead Line. A lead line for sounding work consists of two parts, 
viz., the lead or weight and the line. The lead is made of some 
dense, heavy material, usually lead, hence the name; it should pre- 
ferably be slender in form so as to oflfer slight resistance in passing 
through the water. Sounding leads are made in various patterns, 
that shown at a in Figure 8 being a common form. This form is 





Section]/^ ^nJ 

-'■Ocryity 
(a) Ffatn Lead. 



F\g.8. Sounding Leads. 



made of a single piece of lead, slightly conical in shape ; the upper 
part is narrow and flat, with a hole in it through which to fasten the 
line. At fc is shown another, and more elaborate form of lead, 
which is sometimes used when especial care is required in obtaining 
samples of the bottom. An iron rod, /, has moulded around it the 
lead which gives the requisite weight. At the lower end is attached 
the cup c, which is covered with a leather washer w, that slides freely 
on the iron rod. The cup sinks in the material of the bottom and 
fills ; when it is being drawn to the surface the pressure of the water 
holds the washer down on the cup and prevents the contents from 
escaping. When not needed the cup can be removed, in which 
case the lead is used as an ordinary sounding lead. The weight 
of a sounding lead for ordinary sounding work varies from 5 to 20 
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pounds, according to the depth of water in which the soundings are 
made. For ordinary work, in which the depth does not exceed 
about 40 feet, the weight of the lead should not exceed lo pounds, 
except when there is a strong current. For greater depths heavier 
leads are required, ranging from 15 to 20 pounds in weight. 

The line should be made of strong, durable material, preferably 
hemp, although other materials, such as linen and cotton, are used. 
The best lines are made of Italian hemp, closely twisted, and aboiit 
^ of an inch in diameter. In some cases a wire or a small chain 
may be used for a lead line. Before being used a lead line, except 
when it is of metal, should be carefully stretched in order to prevent, 
as far as possible, changes of length when in use. A good way to 
stretch a line is to wrap it tightly around a post or tree, or stretch 
it tightly between two trees or posts and fasten both ends; then 
wet the line thoroughly and allow it to dry ; this causes it to stretch, 
and there will be considerable slack in it after drying. Then un- 
wrap the line, wind tightly again, and wet it and allow it to dry as 
before. Repeat this process until the line is thoroughly stretched. 
Care should be taken not to stretch the line too much, since in that 
case it will shorten in use. 

After being properly stretched the lead line should be graduated 
to feet, the zero of the graduation being the bottom of the lead. The 
graduations are marked by bits of white cloth or of leather inserted 
between the strands of the line, exactly one foot apart. Every fifth 
marking should be made conspicuous by using a piece of red cloth 
or a good-sized leather tag. The length of the lead line, from the 
end of the lead to each lo-foot mark, should be tested before and 
after each day's use, and the results should be entered in the sound- 
ing book. Proper allowance should be made for any errors in the 
length of the line when the sounding notes are corrected in the office 
after the field work is done. If, on account of changes in the length 
of the line, the errors should become large, the tags should be re- 
moved and replaced in correct positions, but the markings need not 
be shifted for small errors. 

The lead line should be properly cared for at all times. Some 
authorities state that it should be kept under water when not in 
use. The experience of the author shows that good results are 
obtained by keeping the lead line dry when not in use, and soaking 
it in water for an hour or two before using. A spare lead line, 
with lead, should always be kept on hand during sounding work 
for use in case of accident or emergency. 
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Sounding Boat, An important part of the equipment of a sound- 
ing party is a boat, since boats are required in most sounding 
operations. For ordinary work, where the area to be covered 'is 
not large, an ordinary row boat, preferably of the cutter pattern, will 
be adequate. Such a boat should be as light as possible, consistent 

with safety, to per- 
mit of being quickly 
maneuvered; also to 
allow being beached 
as quickly as possi- 
ble, if necessary, by 
the sounding party in 

riq.9. Plan of Soundmg Boat. . - - 

^ ^ m case of rough 

weather. It should have, near the bow on either side, a platform 
upon which the leadsman can stand when sounding; also sufficient 
seating capacity for the requisite number of oarsmen and other 
members of the boat party. Lockers or compartments should be 
provided in the bow and the stern where spare lead lines, oar locks, 
etc., can be kept, and where sextants or other instruments can be 
placed for protection from rain, or for other purposes. In Figure 9 
is shown in plan a sketch of a row boat suitable for sounding work. 
Where a large area is to be sounded, or where local conditions 
will permit, it is usually advisable to use a small steam or gasoline 
launch for sounding work. Such a boat is much more convenient 
for this purpose than a row boat. It can be handled with a smaller 
crew, is capable of greater speed, and can be more rapidly 
maneuvered than a row boat. In modern practice the power launch 
has to a large extent superseded the row boat for use in sounding 
work. 

Sounding Machines. 

Although the use of machines in sounding work is not common, 
there are frequently occasions when such devices may be advan- 
tageously used. Such apparatus is not part of the regular equip- 
ment of a sounding party ; since, however, machines are sometimes 
used for sounding, . a description of some of the more modem 
machines will be given here, also an account of the methods em- 
ployed in using them. 

Various forms of machines have been used in sounding work; 
most of these were designed for the special conditions under which 
they were to be used. 

A simple form of sounding machine consists of a drum or wind- 
lass of good size, mounted upon a suitable frame or support, and 
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revolving on a horizontal axis. The sounding line is wound around 
the drum, and is paid out or wound up according as the lead is 
lowered or raised. On the rim of the drum is a registering device 
which indicates the depth of the lead at any point. It is so arranged 
that the registration is zero when the bottom of the lead is at the 
surface of the water. The principle upon which the registration is 
based is that each revolution of the drum winds or unwinds a 
certain length of the sounding line; this length, of course, corre- 
sponds to the circumference of the drum. This form of machine is 
especially adapted for use in sounding through ice. In such cases 
the machines are mounted upon wheels or rollers, in order that they 
can be readily moved from point to point as the sounding work 
progresses. 

A form of sounding machine, similar in principle to that just 
described, is illustrated and described in Engineering News, August 
7, 1902, in an article written by Otto Gersbach. The illustration, 
Figure lo, and the accompanying description of the machine are 
abstracted from this article. The machine consists principally of a 
drum, 4 feet in circumference, and i8 inches long, with a smaller 
drum, 4 inches in diameter and 6 inches long, as shown in Figure 
10. These are carried by a ^-inch axle, projecting 3 inches beyond 
the supports at each end. Tlie whole machine is mounted in a gas- 
pipe frame. Around each projecting end of the axle is wound a 
piece of light picture wire, which extends around pulleys and 
across the face of the large drum, and is attached to a sliding 
carriage, which carries a pointer for showing the readings. This 
wire is wound in opposite directions around the axle at either end, 
in such a manner that as the drum revolves to lower the lead, the 
pointer moves from right to left. As the lead is raised the pointer 
moves to the right. The sounding line, consisting in this case of a 
wire, is wound around the extreme left of the larger drum. The 
main part of this drum is graduated as shown, and from these 
graduations the recorder takes his readings. Around the smaller 
drum is wound a J^-inch rope for revolving the larger drum, in 
order to raise and lower the lead. 

The graduating was done after the machine had been fitted up. 
The drum was first divided by four horizontal lines, which were a 
foot apart. These divisions were subdivided into tenths by lighter 
lines parallel to the others. The spiral division line, extending 
around the drum, was first traced by a pencil point, held firmly 
on the pointer while the drum was made to revolve. 
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Fig. 10. Sounding Machine. 



The machine is placed 
on a base which rests and 
is fastened firmly in the 
back end of the sounding 
boat, but the cut shows it 
mounted on a pile of logs 
for convenience in photo- 
graphing. In use, one man 
operates the machine by 
the rope, which works very 
easily; a second man does 
the recording, while a 
third rows the boat. This 
machine was designed by 
Mr. Ben. C. Rich, C. eI, 
for sounding work in Lake 



Michigan, at Indiana Harbor, Ind. The machine shown in Figure 
ID was made by a tinsmith and cost, exclusive of wooden base, 

$6.85. 

Another form of sounding machine is shown in Figure 11. This 
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Fig. 11. Sounding Machine. 



machine, which was illustrated and described in Engineering News, 
June 18, 1903, was invented by Mr. R. M. Pardessus, of New 
London, Conn. It consists of a transverse sweep bar attached to 
the outer ends of two arms, which are pivoted, one on each side of 
a barge or float, and which extend backward down into the water. 
The sweep is made of a piece of railroad lail, sufficiently heavy to 
give the necessary weight for keeping it on the bottom. At the 
upper end of the pivoted arms is a recording apparatus, which 
marks the profile of the bottom on a strip of paper moved by 
clockwork; the vertical motion of the pen is taken by levers from 
the pivoted sweep arm, which evidently varies in inclination with 
the position of the sweep. The speed of the barge and the motion 
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of the paper being adjusted to a known ratio, the curve traced on the 
paper is a scale profile of the bottom along the range over which 
the sounding barge moves. 

For convenience in reading depths directly, there are two vertical 
gage rods, one on each side, which are hinged to the ends of the 
sweep and pass vertically along the side of the barge; these rods 
are graduated to show the depth sounded. The gage rods are 
utilized also to throw overboard a marking buoy at every point 
where the bottom forms a ridge or hillock rising above the proper 
level ; the manner in which this is accomplished is clearly shown in 
the figure. Whenever either end of the sweep, with the correspond- 
ing gage rod, rises as much as a foot or more, a projecting pin on the 
rod lifts up a marking buoy, previously laid in proper position on 
deck, and throws it overboard. 

This form of sounding machine was designed for use in sounding 
dredged waters; it has been used by government engineers in 
examining harbor and channel dredging at New Haven, Conn. 

Still another form of sounding machine was described in Engi- 
neering News, June i6, 1904, from which the illustration in Figure 
12 and the accompanying description have been abstracted. It con- 




Fig. 12. Sounding Machine. 

sists of a raft, supporting a sounding batten, provided with a pivot 
where it passes through the raft. There is a weight at the lower 
end of the batten to keep that end submerged. The upper end acts 
as a finger and indicates on a circular arc the depth of the water 
on which the apparatus is floating. This sounder is towed along- 
side a steam launch over the course or range to be sounded. The 
observer sits at a table in the launch and is provided with a sheet 
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of cross-section paper, on which the vertical lines refer to positions 
along the shore, which are indicated by corresponding numbers in 
a plan lying before the observer. The horizontal rulings refer to 
depths below the datum used or to heights above it. 

As the launch proceeds along a river at a known speed, the ob- 
server marks the depths indicated by the sounder at the proper 
points on the section to correspond with his position along the river ; 
these depths are below the water line at the instant of taking the 
observations, without reference to the height of water relatively to 
the datum used. At suitable intervals, say about two miles, water 
gages are fixed on the river banks, the zero of each gage being 
referred to the datum; as the launch passes each gage the water 
level and the time are noted. 

When the observer has finished sounding for the day the water 
level, as read from the gages, is drawn on the ruled diagram form 
and the sounded depths, as indicated on the section used on the 
launch, are transferred from depths below the water line at the 
instant of taking the observations, to depths below corrected water 
level relatively to the datum. This system of observing and re- 
cording soundings admits of very rapid execution. It is, however, 
adapted for use in comparatively shallow water, say for depths of 
about 15 feet or less. 

Having described the methods used and the equipment required 
in making soundings, it is next in order to describe the various 
methods employed in locating soundings. The location of sound- 
ings is usually effected by instrumental observation, in connection 
with base lines and sounding ranges, or suitable objects on shore, 
whose positions are known. The instruments used in making the 
observations are r«espectively, transit, compass, plane table and 
sextant. Engineers and surveyors in general are more or less 
familiar with all of the instruments mentioned, with the exception 
of the sextant; this instrument being generally used for nautical 
observations, for which it is adapted. Since it is often used in 
locating soundings it is thought advisable to give a description of 
this instrument, together with an explanation of its principles and 
the method of using it. 

The Sextant. 

The sextant is a hand instrument for measuring angles; it is 
especially adapted for use in a boat, where the motion of the water 
renders the use of a fixed instrument impossible. The sextant de- 
rives its name from the extent of its graduated arc, which is about 
the sixth part of a circle. 
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Description, In Figure 13 is a cut of a sextant showing its 
construction. It consists of a metal frame C D E, to which is 
attached the two mirrors B and C, the telescope F, and the index 
bar C S. The arc D E, which is called the limb, is graduated into 
120 or 160 equal parts; each part is equal to half a degree of arc 




Fig. 13. Sextant. 



but is marked as a whole degree, in accordance with a principle 
that will be explained. The graduations are subdivided into parts 
corresponding to 10', 15' or 20', according to the size and perfection 
of the instrument. At C and B are shown two glass mirrors whose 
planes are perpendicular to the plane of the frame. B is called the 
horizon glass; its lower half is silvered, while the upper half is 
transparent; it is rigidly attached to the frame of the instrument. 
C is called the index glass or i^idex mirror. It is attached to the 
index bar C S, which is movable on the limb D E around an axis 
which is centered under the index mirror. The planes of the two 
mirrors are parallel when the zero mark on the index bar coincides 
with the zero mark on the limb. F is the telescope which is screwed 
into the collar O. 
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The vernier plate V is attached to the index bar, immediately 
below the graduations on the limb; the index bar is fastened to the 
limb by means of a clamp screw. T is a tangent screw by which a 
slight motion can be given to the index bar after it has been 
clamped. M is a magnifying glass for reading the graduations on 
the limb and vernier. N and L are colored shades to protect the 
eye when making observations toward the sun ; they can be turned 
back out of the way when not needed. 

Theory of the Sextant. The design of the sextant is based upon 
the principle that when a ray of light is reflected from a plane 
surface the angles of incidence and of reflection are equal. The 
following demonstration of theory is offered : In Figure 14 let S-C 




Fig.VA. lUustrafmg Principle of Sex+ant. 

be the incident ray and C-B the reflected ray ; S and S' are the two 
objects between which it is required to determine the angle S O S'. 
The instrument is held in such a position that its plane passes 
through both objects, while the index bar is clamped at the zero, A, 
so that the two mirrors are parallel with each other. The index 
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bar, being pushed forward to A', so that the reflected image of S 
coinfcides with the direct image of S', seen tlirough the upper or 
transparent half of the horizon glass, the angle SOS' measures 
the angular distance between the two objects; and B A' C=A' C A, 
measures the angle between the planes of the two mirrors. 

Since the angles of incidence and of reflection are equal i = r 
and i' = r'. From geometry the exterior angle S C B to the tri- 
angle O B C is equal to the sum of the two opposite interior angles 
C B O and C O B. Similarly, the exterior angle I B C, to the 
triangle A' B C, is equal to the sum of the angles B C A' and 
B A' C. This may be stated by the following equations : 

S C B = C B O + C O B (3) 
I B C = B C A'+B A'C (4) 

But since SCB = i + r = 2i;IBC= 90°-i'; B C A = 
90^-i; CBO-=i' + r' = 2i'. 

Substituting and calling B A' C, a, and C O B, ^, we have : 

2i = 2i' + z.-.z = 2i-2i' = 2(i-i0 (5) 

(90°-i0 = (90^-i)+a.\a=(90°-i')-(90°-i)=i=i' (6) 
Therefore z = 2a, or the angle at the eye of the observer is twice 
the angle between the planes of the mirrors. For this reason the 
limb is graduated in such a manner that each half degree is marked 
as a whole degree, and the observer is enabled to read directly from 
the limb the measured angle between the objects, S and S'. 

Adjustments. The adjustment of a sextant should be fre- 
quently tested and when necessary, the instrument should be ad- 
justed. The following are the tests and adjustments of the sextant: 

1. To make the index glass perpendicular to the plane of the 
instrument. Place the index bar near the middle of the limb, then 
look into the index glass and observe if the limb seen direct and its 
reflected image form a continuous line; if they do the glass is 
perpendicular to the plane of the limb. If the reflected image 
appears to be above or below that part of the limb seen direct, the 
glass needs adjustment. The adjustmerrt is made by means of the 
small screws at the base of the glass. 

2. To make the line of coUimation of the telescope parallel to 
the plane of the instrument. The telescope contains two pairs of 
parallel wires, enclosing a square space in the field of view ; objects 
to which sights are taken are observed in the center of this space. 

Turn the telescope around its axis until one pair of wires is 
paraHel to the plane of the arc. Then set the sextant on a table 
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or box whose top is horizontal, and sight to some object, as the 
wall of a room about 20 feet distant; and mark on the wall the 
place where the line of sight over the horizontal wire strikes. Take 
two small pieces of wood, each of a length equal to the height of 
the center of a telescope above the plane of the arc ; set the pieces of 
wood on the arc, as far apart as possible, and sight over their tops 
toward the point marked on the wall. If the two lines of sight 
correspond the adjustment is correct; if they do not correspond, 
adjust the telescope by means of the small adjusting screws in its 
collar, so as to correct the error. Some instruments are provided 
with a pair of small peep sights for use in making this test. 

Index Error. If a sextant is in perfect adjustment the index 
reading will be zero when the reflected and direct images of a 
distant object, as a star, coincide. In many cases, however, it will 
be found that when two such images are made to coincide, the zero 
point of the index arm will be either to the right or to the left of 
the zero point on the limb. The reading of the index is then called 
the index error. Usually this error is small and is not corrected by 
adjustment, since such adjustment would disturb any other adjust- 
ment of the sextant. The index error is usually applied as a cor- 
rection to the observed angular readings. If, when the two images 
are made to coincide, the zero of the index is to the right of the 
zero of the limb the index error is said to be "off the arc," and is 
additive. If the zero point of the index is to the left of the zero 
of the limb the error is "on the arc," and is subtractive from the 
observed reading. 

Use of the Sextant. When used for measuring the angular distance 
l^etween two objects, the sextant is held in the hand, as previously 
described, so as to bring the direct and reflected images of the two 
objects into coincidence, when the angle is read on the limb. The 
angle is then noted and the index error is applied as in the manner 
described; the result will be the true angle required. In survey 
work the sextant is usually held in a horizontal position, or nearly 
so, and the telescope is directed toward the fainter of the two 
objects, the more distinct object being observed by reflection. In 
some cases, in order to accomplish this it will be necessary to hold 
the sextant upside down, but this will not affect the accuracy of the 
work. 

Sounding Ranges. 

When soundings aie made over a considerable expanse of water 
it is necessary that they be made with system and uniformity, and 
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at suitable distances apart, in order that no time will be lost in 
making unnecessary soundings, and that soundings will not 1)6 re- 
peated over an area that has previously been sounded. For this 
reason it is customary to make the soundings along lines whose 
positions are designated by fixed objects on shore, which are visible 
from the sounding boat during the sounding operations. Such 
lines are called ranges and the objects designating them are called 
range signals. Since ranges are often used as factors of location, in 
fixing the position of individual soundings, it is important that the 
subject of ranges and range signals be fully imderstood before 
taking up the matter of locating soundings. 

Range lines should be designated by at least two objects ^\hose 
distance apart should be great enough to afford a good liase for 
projecting the range over the water to the required distance. 

Parallel Ranges. Where the area to be sounded is not large, re- 
quiring ranges of only moderate length, the arrangement shown in 
Figure 15 will often be found suitable. In this case A, B, C, D, 
. etc., represent the front range points 

I T T T j i or signals, and A', B', C, D\ etc., are 

!j jy the back range signals. The dotted 

lines I, 2, 3, 4, etc., are the respective 
A^ d/ c/ p^( E( F^( ranges; these, as shown, are parallel 

"7" and at a uniform distance apart. The 

1 lines upon whicii the front and back 

i range signals are placed are called 

I respectively, the front base line for 

I ranges and the back base line for 

1 ranges. The base lines should be 

' laid off with a transit, the distances 

tr iKT>» u , c ^ o being measured with a chain or a 

Fig.Hi.Paranel Sounding Ranges. ^ 

steel tape. Tliese lines are usually 
parallel ; the locations for the several range signals are marked with 
stakes or hubs. 

Radial Ranges. Where the area to be sounded is large and the 
ranges are to be projected for a considerable distance, the front and 
back range signals must be a considerable distance apart, in order 
to afford a good base for projecting the ranges. In such a case 
some prominent object of the landscape is usually selected for a 
back range signal, This should he far enough distant from the 
front range signals to afford a base of sufficient length for the 
most distant sounding, and also to permit its use as a ebmmon 
back range signal for all the front range signals, without causing too 
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great a divergence 
in the ranges at their 
outer ends. Such an 




r\3.\6. Rodl\o\ Sounding Ranges. 



the dots; they are 
spaced at known in- 
tervals along the base 
line A-B. The back 
range signal is a prominent object, as a church spire, at O, not shown 
in the cut. This is used as a central range point, the ranges repre- 
sented by the dotted lines, being radial lines passing through the back 
range point and the several front range points as shown. C-D is a 
base line at whose extremities, C and D, are instrument stations 
for locating the soundings. Such a base is usually placed in 
front of the row of range signals, as shown, in order that an 
unobstructed view can be had at all times, from either station 
to the sounding boat. 

Ranges Across Streams, In the case of a river or stream, 
even when of considerable size, where either shore is easily 
visible from the other side, sounding ranges are generally laid 
off extending entirely across the stream, in directions normal to 
its axis. In such a case two sets of range points are laid off; one 




Fig.n. Sounding Ranges Across a Stream. 

set is on either bank as shown in Figure 17. In this figure, A, 
B, C, D, E are angle points or stations in the line of a traverse 
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along the river bank, and A-A', B-B', C-C\ D-D', E-E' are the 
sounding ranges. The dots indicate the positions of the range 
signals; these are placed on either bank as may be most con- 
venient for use in the sounding work. 

Range Signals. 
Various forms of signals are used for designating sounding 
ranges; the kind and size of signal required will depend upon 
the place where used and the distance to which the range is to 
be projected. For ranges of moderate length, straight poles, of 
suitable size, may be used for both front and back range signals. 
In many cases ordinary transit poles, which are painted in 
alternate red and white bands, make excellent range signals. 
They can be quickly placed in position at the required places by 
having their points pressed firmly into the ground; and they can 
be readily shifted from one range to another as the sounding 
work progresses. The author has made use of transit rods for 
range signals with satisfactory results, in sounding operations 
under his supervision on river work. Ranges so designated were 
projected to a distance of 1,500 feet and were readily discernible 
from the sounding boat. 

For ranges of considerable length signals of larger size than 
an ordinary sized transit rod must be used. A good form of 
range signal can be made of a straight piece of scantling, 4 
inches by 4 inches, in dimensions, and from 10 to 14 feet long. 
Such a signal, when whitewashed, can be seen a long distance. 
It should be firmly set in the ground in a hole dug for the pur- 
pose, or, if set in rocky ground, it should be secured by stones 
piled around its base ; also by bracing or by guy ropes, if required. 
Targets. When a number of adjacent 
ranges are designated by range signals it is 
necessary to distinguish the different ranges 
by distinctive marks; such marks are called 
targets. In Figure 18 is shown a range signal 
to which is attached a simple but effective 
form of target. This is made by nailing laths 
or strips of wood, from i to 2 inches wide 
and about 3 feet long, across the face of the 
range pole, in such a manner as to form a 
, , lozenge shaped frame; a horizontal strip is 

^ used to give additional strength. The face of 

f\9.4e. Range Signal. ^}ie frame thus formed is covered with cloth 
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of such a color or combination of colors as may be decided upon. 

Thus, for example, the target for range i may be all white; that 

for range 2, all red; and that for range 3, red and white, etc. 
In a case where the ranges are of such 

length that the colors on the targets are not 

readily distinguishable, other forms of targets 

should be used. A good form of target for 

use in such cases is made of a framework 

covered with cloth, and forming an oval- 
shaped ball, sometimes called a balloon, which 

fits loosely over the range pole. This form 

of target, which is illustrated in Figure 19, 

can readily be raised or lowered as required, 

and serves to show at once, by its position on 

the pole, if the range is to be sounded. A 

modification of this form of target is shown 

in Figure 20, where a range pole is shown 

with a balloon at the top and a hexagonal-shaped target below. This 

latter form of target consists of an open frame with strips of cloth, 

of suitable color, crossing its face in lattice fashion. It can be raised 

or lowered by a shore assistant as 
required. Other forms of targets 
are used according to available 
materials that may be had therefor. 
In some instances targets have been 
made of branches or limbs of 
trees, or of small bushes, cut and 
trimmed to proper size and shape, 
and attached to the tops of range 
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F\g.eo. Range S\gna\. 

Range poles used to mark permanent ranges 
or ranges over which soundings are to be re- 
peated a number of times, are sometimes de- 
signated by laths, barrel staves, or strips of 
wood, which are attached to the face of the 
pole in the form of Roman numerals, as illus- 
trated in Figure 21. 

Such targets, when read from the top down- 
ward, denote the number of the range; for 
example, that shown in Figure 21 designates 
range number 4. Range poles can be made 
conspicuous by coating them with whitewash; Fig-^tRarigeSignaU 
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this is especially effective in the case of a wooded background. 

Special Forms of Range Signals. In shallow water, where the 

depth does not exceed a few feet for long distances from shore, a 

special form of range signal, suitable for placing in a stationary 

position in the water, must be used. A good form of range 

u-_^ signal that has been successfully used 

. ir^ is shown in Figure 22. This consists 

\\ / essentially of a tripod made of three 

W pieces of gas pipe, about i inch in 

/k:Gas/=v/9r diameter, and of suitable length. The 

/ i\ lower ends of the pipes are pressed 

ff/l \uW firmly into the soil or mud of the bot- 

J|W — V\W&^^^ to"iJ their tops are then brought to- 

^llJ — i t ijI^ gether and fastened, forming a tripod 

IsuKfac^ \ of \ water as shown. A suitable target is made 

^^^^ig^^SijF^^H^^ by wrapping one or two pieces of suit- 

~-4'--^'--~'^ \:.~,7\~Z ably colored cloth around the tripod, 

k \ *^ about midway between the water sur- 

fiq.a2.Tnpod Range Signal. ^^^^ f ^ the top of the tripod. Flags 
^ are also placed, if required, in the 

upper ends of the pipes, to further designate the range. 

Buoys. 

It is frequently necessary in hydrographic surveying to use range 
signals in the water where the depth is considerable and where 
fixed signals can not be used. In the case of a heavily wooded or 
precipitous shore, where there is not room to set the back range 
signals very far back, buoys are generally used to designate the front 
range signals. The use of buoys for front range signals is not 
always satisfactory, especially in tidal waters, owing to the tendency 
of a buoy to change its surface position at different stages of the 
tide. In all cases where stationary signals can be used it is pref- 
erable to do so, but in many cases, as above stated, this cannot be 
done. When buoys are used for range signals due care must be 
exercised in setting them, and suitable allowance made, in taking 
observations to them, for change of position due to stage of tide. 

A buoy consists of a float, to which is attached a rope or line; 
this is fastened to a stone or other heavy weight which rests upon 
the bottom and serves as an anchor. In hydrographic survey work 
buoys are generally used for range signals, as described above ; the)' 
are also used to mark the channel, submerged rocks, shoals or other 
places under water, that require to be shown on the surface. 
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A simple form of buoy is shown in 
Figure 23. This consists essentially of two 
pieces : a float and a pole. The float can be 
made of a single cylindrical-shaped piece 
of wood, usually a section of the trunk of 
a small tree, about one foot in diameter, 
and about three feet in length. The upper 
third of the float is usually left full size, ' 
the remainder being tapered to from 4 ins. 
to 6 ins. in diameter at the lower end. 
Through the center of the float, on its 
longitudinal axis, a hole is bored, of just 
sufficient size to admit the pole to be in- 
serted. The pole should be long enough to 
project from 6 ins. to a foot below tlie 
lower end of the float, and from 2 to 3 
feet above its upper end. The pole is usu- 
ally from 13^ to 2 ins. in diameter; after 

being inserted in the float it should be f'»S-2S.Buov -fbr Use 
wedged firmly to place. Near the lower '^^^""^^^^^ ^^^®^* 
end of the pole a hole is bored horizontally through it from side to 
side, through which is passed the anchor rope as shown. A flag can 
be attached to the upper end of the pole to serve as a target. This 
form of buoy is suitable for use in non-tidal water and in water 
where the range of the tide is small. 

Another form of buoy is shown in Figure 
24. In this form the float is of considerable 
length and is tapered at both ends as shown. 
In the upper end a hole is bored for the flag 
pole, which is driven to place and is held 
firm.ly by a wedge in its lower end. A 
similar pole is inserted in the lower end, as 
shown, with a hole through it for inserting 
the anchor rope. If preferred, instead of 
using a pole, a stout iron ring or hook can 
be screwed into the lower end of the float! 
for securing the anchor rope. This form of 
buoy is suitable for use in tidal waters where 
the range of the tide is not too great. When 
the range of tide is considerable it is gen- 
erally preferable to use spar buoys for range signals. A spar buoy 
is simply a straight piece of wood of approximately cylindrical shaped 
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of small diameter and of considerable length; it resembles in shape 
a spar, hence the name. Many other forms and sizes of buoys than 
those that have been described are used in hydrographic survey work. 
The size, shape and material of which made will usually depend 
upon local conditions and the facilities at hand for the purpose. The 
forms described are simple, cheap and easily made under ordinary 
conditions. 

Location of Buoys. The 
location of buoys offshore 
can be effected by triangu- 
lation, as illustrated in Fig- 
ure 25. The shore stations 
A and B are located and 
their distance apart known. 
Angles are measured at the respective shore stations to the different 
buoys; in this manner a side and two adjacent angles of a triangle 
are known for each buoy, from which its location is determined. 

Locating Soundings. 

Before beginning sounding operations, especially when a consider- 
able area is to be sounded, the ranges, stations and points of reference 
should be carefully located in accordance with the methods that have 
been described. The order of work should be so arranged that 
sounding work can be carried on with as little interruption as possi- 
ble, and as rapidly as possible, consistent with the degree of accuracy 
required. The position of the sun should be considered so that clear, 
distinct sights may be had, with minimum inconvenience from glare. 
If practicable the order of work should be arranged so that the in- 
strument observers will not have the sun in their faces while making 
observations, but preferably at their 'backs or overhead. In tidal 
waters the range of the tide should be considered. If there is a 
strong tidal current the work should preferably be done in slack 
water, or when the tide is near half ebb or half flood. 

When soundings are located from the shore the observers and 
assistants on shore should have their watches set exactly with that 
of the recorder in the sounding boat. Observed soundings are made 
at stated intervals of time, usually at full minute intervals. 

Methods of Location, By the term "locating soundings" is meant 
determining the relative positions of individual soundings with re- 
spect to known points on shore, in order to plat them on a map or 
chart. Various methods are employed for locating soundings, de- 
pending upon the method of making them, the object for which they 
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are made and local requirements. The following list comprises 
methods in common use that are adapted to different objects and 
conditions. 

1. Location by time intervals, upon a range of known length and 
direction. 

2. By one angle, measured by an observer on shore. 

3. By two angles, measured by two observers simultaneously, on 
shore. 

4. By two angles, measured with sextants, in the sounding boat. 

5. By compass bearings, observed in the sounding boat. 

6. By transit and stadia. 

7. By the intersection of fixed, permanent ranges. 

8. By direct measurement on the ice. 

9. By a fixed line, marked by a graduated rope or wire. 
These several methods will be discussed and described in detail. 
Location by Time Intervals. When this method is used for 

locating soundings the extremities, or two designated points, on a 
given course or range are fixed by two buoys or other suitable ob- 
jects, whose relative positions are known with respect to previously 
located objects on shore. Such an arrangement is shown in Figure 
26. In some cases the first and last soundings on the range are 

^ ?i ?. tL ^ ^i tl IL ll» & '^^ 
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fig.26. Soundmgs Spaced by Tirrte \ntervoc\s. 

located by measurement or observation, and the positions of the 
intermediate soundings are interpolated. The sounding boat 
traverses the range at uniform speed, while the leadsman makes the 
soundings at known intervals of time, calling out to the recorder 
the depths of the several soundings. The recorder enters in his 
note book the observed depth and the number of each sounding, also 
the exact time each sounding is made. If it is required to know the 
chariacter of the bottom, this is observed by the leadsman and noted 
by the recorder as often as may be required. Usually it is not 
necessary to do this at each sounding, but only at such places where 
a change in the material of the bottom occurs. 
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When the soundings are thus made, from a boat moving along a 
fixed range at a uniform and known rate of speed, the time intervals 
between successive soundings being known, the position of any given 
sounding on the range can be determined by proportion. This can 
be expressed by formula as follows : 

Let L be the distance . between the extremities or between two 
designated points on a given range ; 

T = the time required by the sounding boat to traverse the dis- 
tance L ; 

S = speed in units of time of sounding boat 

t = the time interval between any two given soundings ; 

X = the required distance between soundings ; 

The value of X is determined by means of the proportion : 

T:L::t:X/. X = ^. (7) 

For example, if a sounding boat traverses, at uniform speed, a 
range 2,640 feet long in ten minutes, and soundings are made from 
the boat at the rate of four per minute, a total of 40 soundings will 
be made after passing the initial point on the range. In this case 
the time interval between successive soundings is one-quarter of a 
minute and the distance between any two given soundings on the 
range can be found by proportion as just explained. Thus, referring 
to Figure 26, let L = 2,640, T = 10, t = >4. 

Substituting these values and reducing, we have : 

This method is employed for locating soundings in cases where 
great accuracy is not essential and where there is little or no current 
in the water. It is also used to interpolate the positions of inter- 
mediate soundings, between those that are located at stated intervals. 

Location by One Angle, Measured on Shore. When this method 
is used the sounding boat traverses a fixed range, remaining thereon 
until all the soundings required on that range have been made. The 
boat then proceeds to the next range where soundings are to be 
made, the required soundings are made thereon; then to the next 
range, this operation being repeated until the sounding operations 
are completed. In this method each sounding range is a factor of 
location, and it is therefore necessary that all the ranges be accu- 
rately located. 
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T\g£7. Location yo>{ One A^n^le 
Meocsuredi on Shore. 



This method is illus- 
trated in Figure 2Jy in 
which A and B represent 
two instrument stations on 
shore, whose positions have 
been determined by tri- 
angulation or by direct 
measurement. The respec- 
tive ranges are parallel; 
they are designated by 
range poles, which are 
marked with suitable tar- 
gets. D, E, F, G, H are 
points of intersection of 
the base line with the re- 
spective ranges; the dis- 
tances between the ex- 
tremities of the base line 
and the respective ranges, 
as well as the intersecting angles, are known. The positions of the 
sounding boat at different periods and on different ranges are shown 
at M, Ml, and M2. 

A regular sounding party for this method of location is composed 
of an observer on shore, who is equipped with a transit or a plane 
table, the necessary shore assistants and the boat party. This latter 
party comprises a recorder, a leadsman, a signalman and the boat 
crew. Where the same range poles are used for successive ranges, 
one or more shore assistants will be required to set up and take 
down the poles and to move them from one range to another. In 
tidal w^aters a tide gage reader will be required to observe and record 
the stage of water at required intervals. The order of sounding 
work is as follows : 

The boat traverses the range, being kept on line by the steersman, 
who sights to the two signals designating the range and is careful 
to keep the boat as nearly as possible on the straight line passing 
through both signals. In some cases the front range pole is shorter 
than the one in the rear, in order that the back signal may be seen, 
when necessary, over the 'top of the one in front. The leadsman 
stands upon his platform/ near the bow of the boat, and makes the 
soundings at suitable intervals, using a pole or a lead line as may 
be required, and in the matiner previously described. When sound- 
ings are observed at one minute intervals, the recorder notes the 



MAKING SOUNDINGS 51, 

time of each sounding and, just before the full minute^ , he calls 
out "ready," at which the signalman raises his flag to notify the 
observer on shore that a sounding requiring observation Ts^ about ta 
be made. At the full minute the recorder calls out "flag" of 
"sound," as he may prefer, when the signalman drops his flag. at 
the same instant that the leadsman makes the sounding. When 
soundings are made rapidly, it is not usually practicable to observe 
each sounding, and in such cases it is customary to observe |t^iose 
made at the end of each minute and to interpolate the intermeciate 
soundings by time intervals. As each sounding is made the leads- 
man calls the observed depth to the recorder, who enters it ifi his 
note book, together with the number of the sounding and the j^kact 
time. \ 

The observer sets up his instrument, preferably a transit, over a 
selected point on the base line, sets the vernier at zero, sights along 
the base line and fastens the lower clamp. He then loosens the 
upper clamp and turns the instrument in azimuth until the line of 
sight is directed toward the sounding boat; as soon as the signal 
flag is raised he sights to it, and by gently turning the telescope in 
azimuth, keeps the line of sight flxed on the flag until it is lowered. 
At the instant the flag drops the observer ceases to turn the tele- 
scope, observes the time by his watch, which should be lying open, 
with face up, on the instrument before him; then reads the angle, 
as a, Figure 2y, and enters in his note book the angle and the time. 
Angular measurements are made at suitable points on the base line 
or at either extremity of the base, care being taken to secure good 
intersections with the respective sounding ranges. 

When this method of locating soundings is used there are two 
factors of location, the sounding range constituting one factor. and 
the observed angle the other. Thus, referring to Figure 2y, in order 
to locate the sounding made when the boat is at M, the following 
method is applicable: The direction of range I is known by the 
angle of intersection between it and the base line at D ; the distance 
A-D and the angle a are known. The triangle ADM can then Be 
solved and the distance D-M determined ; this locates the sounding 
on the range numbered I. 

Location by two Angles, measured simultaneously on Shore, In 
using this method two observers are required, who are stationed at 
suitable points on a base line, and who measure simultaneously the 
angles between the base line and the two respective lines of sight 
to the sounding boat at each sounding. If sounding ranges are not^ 
used, the factors of location are "the base line, upon which the ob-^ 



5^ HYDROGRAPHIC SURVEYIXG 

servers are stationed, and the two angles that are read from its 
extremities. This is illustrated in Figure 28, in which A-B is the 
base; A and B are the two observation stations and A-C and B-C 

are the two lines of sight. An in- 
strument, preferably a transit, is set 
-^ up at each observation station, with 

^^^ the vernier of each instrument set at 

^^^ zero upon the other transit; each ob- 

^^^jj3 ser\'er has his watch lying open and 
^^"^ face up, on the upper plate of liis 

^^^ transit. The lower plate of each 

y' transit is clamped and the upper 

^^^ plate is free; the movement of the 

boat is followed bv the telescope. 
Location by Two Ansies movmg m azimuth, m the manner pre- 
Measnred on Shore, yiously explained. The sounding boat, 
being at the position C at the time a given sounding is made^ the 
angles a and h are measured. Then in the triangle A B C, the side 
A-B and the two adjacent angles, a and h are known ; the triangle 
can be solved and the point C located with respect to A and B. 

In practice it is customary' to make the soundings upon estab- 
lished ranges, both for convenience in platting and for facility in 
determining where to make the successive soundings. The ranges 
may be parallel, as shown in Figure 15, or radial, as shown in 
Figure 16. In either case the ranges serve as factors of location, 
as well as to check the accuracy 01 the angular measurements. 

In Figure 16 the sounding boat is shown traversing range II and 
going from shore. A perspective view of this is shown in Figure 
29, in which the sounding boat, a steam- laimch, is in the fore- 
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Fig. 29. Sounding Party in Steam Lannch. 

ground, the back range signal, a church spire, is in the background, 
and the front range signals are in the middle distance. The sound- 
ing party consists cf a boatman, who acts as steersman, a recorder, 
a leadsman and a signalman. The soundings are located by the 
observers on shore at one minute intervals. A few seconds before 
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the end of each minute the signalman raises his flag and, at thq 
full minute, the flag is lowered, simultaneously with a sounding 
made by the leadsman. The observers on shore follow with their 
lines of sight the signal flag and, as it is lowered, observe the re- 
spective angles and the time, and record both in their note books. 
In this case the distances from the instruments to the soundhig boat 
are considerable and sights are taken to the flag instead of to the 
sounding pole in the hands of the leadsman, as would be the case 
for short distances. On this account the signalman is stationed 
near the leadsman in order that the distance between the observed 
and the true position of each sounding may be as small as possible. 

As the boat moves over each range at uniform speed the sound- 
ings are made regularly, three or four to the minute, according to 
the depth of the water. Those made on the full minute are located 
by observation, and the intermediate soundings are interpolated by 
time intervals, as previously described. 

After each range is run out the boat starts back on the next 
range, thus alternately beginning and ending at the shore for suc- 
cessive ranges. 

Cooper's Method. 

For very rapid work, 
where soundings are lo- 
cated by two angles, 
observed on shore, a 
method devised by Mr. 
A. S. Cooper, United 
States Assistant Engi- 
neer, and used by him 
in hydrographic surveys 
in the Savannah, Geor- 
gia, district, is well 
adapted. The following 
description and illustra- 
tion of this method are 
taken from an article 
written by Mr. Cooper 
and published in Engi- 
neering News, May 19, 
1904. 

The sounding boat ^. «^ r. .. ,> 

J ^ t 4. Fig- 30. Sounding Boat, 

used was a 40-ioot ^ * 

steam launch, a view of which is given in Figure 30. The sound- 
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ki^ jparty, on the boat, cDnsisted of two leadsmen, a recorder^ a 
signalmah, an eiigineman and a steersman. The order of sound- 
ing operations, as described by Mr. Cooper, is as follows : 

The two leadsmen occupy sounding platforms, one on either side 
of the boat, as shown; they make soundings alternately, at inter- 
vals of lo seconds in depths of from 20 to 35 feet. In shallower 
water the soundings are made more rapidly, and for depths greater 
than 35 feet the rate of speed is less. The boat, as shown, has a 
signal mast, which is provided with a signal balloon capable of 
being raised and lowered. The recorder calls "lead" at the end of 
every 10 Seconds, thus notifying a leadsman to sound; at 10 seconds 
before the full minute, in addition to calling "lead," he calls for 
tile signalman to hoist the balloon ; at the full minute, as a sounding 
is made, the signalman drops the balloon, thus notifying the two 
observers on shore to note the angles to the signal mast at the 
instant the signal begins to fall. 

Location by two Angles, measured in the Sounding Boat, This 
method, which is extensively used in harbor surveys, requires the 
previous location of three prominent objects on shore, which are 
visible from every portion of the area to be sounded, and which 
are suitably located for good intersections from the sounding boat 
As each sounding is made, two angles are measured in the boat to 
tjhe three fixed shore points. The angles are measured simultan- 
eously by two observers, each using a sextant, or by one observer 

with a double sextant. 
When rapid work is not 
required both angles may 
be measured successively 
by one observer with a 
plain sextant; in such a 
case the boat is brought to 
a stop for each sounding. 
This process, however, is 
slow, and the method com- 
monly employed is that in 
which two observers make 

Fig.3l location by Sextant Ancjles.Meosured in Boat, simultaneous observations, 

A complete sounding 
party for this method consists of two sextant observers, a leadsman, 
a recorder and the necessary boat crew. In tidal waters a tide gage 
observer is required on shore, otherv/ise the entire party is carried 
tiilhe. sounding boat. In order^to clearly describe this method of 
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location reference is made to Figure 31, in which A, C and D 
represent the three fixed shore points and B is the position of the 
sounding boat at the time 
a given sounding is made. 
In order to locate the 
sounding the angles e and 
f are measured; the posi- 
tion of the sounding is 
fixed by the intersection 
of the three lines of sight, 
A-B, C-B, and D-B. The 
problem involved in the 
location of soundings by 
this method is called the 
three point problem; it can 
be solved algebraically as 
follows : 

Let A, C, D, Figure 32, be three fixed points, whose positions 
are determined by the angle W and the sides a and fc. The angles 
E and F are measured. The problem is to determine A-B and D-B. 
In order to do this the angles x and y are first determined, as fol- 
lows : 

In the triangles ABC and C B D, from trigonometry, 

a.sinX b.sinY 




Fig.32.SV<etch lUustraVmoj Thre© Pom* Problem. 



and 



and, 



C-B= . ^ 

sm E sm F 

x + y + W+E + F = 2x 180° = 360°. 

X + y = 360° - (W + E + F) = S 
whence 

y = S-x 



sin y = sin S. cos x - cos S. sin x 
substituting this value of sin y in ( i ) , 

a. sinx b (sin S. cos x - cos S. sin x) 
sin E sin F 

clearing of fractions, 

(a. sin F - b. cos S. sin E) = b. sin S. sin E 



Dividing by cos x and transposing, and since 



sm X 
cos X 



= tan X 



(a. sin F -f b. cos S. sin E) tan x = b. sin S. sin E 
b. sin S. sin E 



tan X = 



a. sin F + b. coss. sin E 



(1) 

(2) 
(3) 
(4) 
(5) 

(6) 

(7) 

(8) 
(9) 
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The value of tan y may be determined in the same way; or, 
having determined x, its value is substituted in equation (4) and 
the value of y is found direct. 

Having found x and y, the values of A-B and D-B are determined 
by trigonometry as follows : In the triangle ABC the side a and 
the two angles E and x are known. The angle ACB=180*'-(E+x) (10) 

sin E : sin ACB = a : A— B; whence A— B= — ^ — : — = (11) 

sm E 

similarly, in the triangle D B C, DCB = 180° - (F + y) (12) 

u T-. T> b. sin DCB ,^_. 

whence D-B = : — =; (13) 

sm F 

Example.— Given a=850 feet. b=760feet. E=41° 30'. F=35^30'. 
Referring to Figure 2yy what are the values of the angles x and y, 
and of the sides A-B and D-B ? 

Solution. Substituting these values in equation (3) 
x + y = 360^ - 227° = 133° = S 

since 8 is in the second quadrant, cos S = - cos (180°— S) = — cos 47°, 
substituting in equation (9) 

^^ 760X0. 7315X0. 66262 368.3 ^ 2.4529 

tan X - (350x0.58070) - (760X0. 6820X0.66262) 150.15 
X = 67°49'. y = 133°- 67°49' = 65°11' 
substituting in equations (10) and (12), 

A C B = 180° - 109°19' = 70°41' 
D C B = 180° - 100°41' = 79°19' 

then substituting in equations (11) and (13), 

850X0.94370 
^ ^ 0.66262 ^^^"-^o 

760X0. 98267 _ 
^ ^- 0.58070 -1286.08 

This method of locating soundings is extensively used in harbor 
work; it is probably the best known general method. 

Bacon's Method. 
A very rapid method of platting soundings when the locations 
are made by means of sextant observations from a boat, has been 
used by Mr. James H. Bacon, United States Assistant Engineer, 
for hydrographic surveys made off the coast of Florida. A de- 
scription of this method, written by Mr. Bacon, was published in 
the report of the Chief of Engineers, United States Army, and also 
in Engineering News of March 26, 1903. 
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n9.33. Inscribed An3)e3. 



In describing this method it is first 

necessary to explain the principle upon 

which it is based. In Figure 33 let 

A and B represent two known points 

on shore, and C be the position of 

the sounding boat at any given 

sounding. If a circle is drawn 

through A, B and C, an observation 

made at any point on the arc A C B, 

will subtend an angle equal to the 

angle at C. This is evident from the 

well known principle of geometry 

that all the angles inscribed in the 

same segment of a circle are equal. Thus if the angle B A C = 63** 

an observation made to A and B at any other point on the same arc, 

as at G will also measure 63°. 

If a number of arcs, of different radii, are 
drawn through the same two points, the in- 
scribed angle on each arc will depend 
upon the length of its radius. In Figure 
34 is shown a series of arcs whose centers 
all lie on a line which is drawn perpen- 
dicular to the line A-B, at a point half way 
rig.34. Series or Arcs, between A and B. For convenience these 

arcs are drawn so that successive inscribed angles will differ by a 

constant interval. In this case any given angle subscribed by the 

two points will be on one of the arcs or can be interpolated between 

two adjacent arcs. 

If a second series of arcs is drawn 

through two other points, suitably 

located, the intersections of the two 

series will locate readily the position 

of any point within the area covered 

by them. Let A-B and C-D, Figure 

35, represent two base lines, through 

whose extremities are drawn two 

series of arcs, as shown; the points 

A, B and C are prominent objects on 

shore, whose positions are known. The centers of each series are 

located on a line, perpendicular to the base line and passing through 

its center; and the arcs are drawn with an interval of 1° between 

adjacent arcs. A point whose observed angular values are whole 
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degrees, will be found at the intersection of the two arcs correspond- 
ing with the observed angles. Intermediate points are found at 
distances interpolated between adjacent arcs. 

In some cases, when this 
method is used, the sounding 
boat is kept on a fixed range 
while the soundings are located 
by sextant angles to two known 
points on shore. When this is 
done the sounding ranges may 
be either radial or parallel, the 
former arrangement being usual- 
ly preferable. In the case of 
radial ranges, a prominent ob- 
ject, whose position is known, 
as O, Figure 36, is selected for 
a back range point, and a num- 

r. ^/- t=k _it , . ^ 3.' ber of ranges, radiating there- 

Fiq.36. Radial Intersections. . .1 • ^ 1 

^ from at regular intervals, are 

laid off. The back range point, O, should be at a distance from any 
front range point not less than the distance from the front range 
point to any sounding to be located on that range ; it should be a con- 
spicuous, well defined object, such as a lighthouse, a church spire, 
a windmill, a water tower, or other prominent available object In 
order to afford good locations the back range point, O, should ap- 
pear, for all observations, between the two extremities of the base, 
A-B. The front range points are marked by suitable signals, in 
the manner previously explained. 

When parallel ranges are used the arrangement will usually be 
similar to that shown in Figure 37. In such a case the range 
points are located and the ranges are 
laid out according to the manner pre- 
viously described. The back range 
points should be located far enough back 
from those in front to afford good bases 
for prolonging the sounding ranges. 

Methods of Location. In using these 
methods the soundings are located by 
sextant observations in the same manner 
as that previously described for such 
work. 

When two base lines are used, as illus- 
trated in Figure 35, simultaneous obser- 
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vations are made by two observers, for e^ch sounding ; one observer 
measures the angular distance between A and B, while the other 
observer measures that between C and D. In locating soundings 
by fenge and base line, as illustrated in Figures 36 and 37, thie 
sounding boat is kept on the range by the steersman while the 
soundings are made. Since only one angular measurement is re- 
quired for each sounding, the observations can be taken by one 
sextant observer. 

The methods just described are best adapted for hydrographic 
work when a number of surveys are to be made over the same area, 
successively, and each survey involves many soundings. 
V When soundings are located by sextant observations from a boat, 
practically the entire party is carried in the sounding boat, thus 
affording unity of action and avoiding loss of time when a change 
of plans is required. Locations made with transits are perhaps more 
exact, but sextant observations are usually sufficiently accurate to 
conform to the scale of the map or chart. 

Location by Compass 
Bearings. This method 
>^o^ V of locating soundings is 

A^ rather crude and should 

"" '■^^Qljr^ not be used where accu- 

^ ^ -^ ^ rate results are re- 

quired. In order to use 
this method it is neces- 
sary that two conspicu- 
ous objects on shore, 
that can be readily seen 
from the sounding boat, 
as A and B, Figure 38, 
shall first be located and 
Fig. 38. Location by Compass Bearings. their positions known. 
In locating the soundings two observers, each with a compiass, are 
required in the sounding boat, in addition to the boat crew. Each 
observer selects a different object for observation and, as soon as a 
sounding is made, the two observers read the magnetic bearings 
to their respective objects. Thus, referring to Figure 38, for the 
sounding made at C, one observer notes the bearing C-A, while 
the other notes the bearing C-B. If rapid work is not required both 
observations may be made successively, by one observer, in which 
(fase the boat must be brought to a stop for each soUnding. . 
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Location with Transit 
and Stadia. In locating 
soundings by this method 
the complete party is usual- 
ly divided as follows: i. 
The observer on shore, with 
a transit equipped with 
stadia wires. 2. The boat 
party, consisting of a re- 
corder, a leadsman, a 
stadiaman, a signalman 
and the necessary boat crew. Several variations of this method may 
be used according to local conditions and the degree of accuracy re- 
quired in the work. When soundings are made on an established 
range, the transit is set up over some known point on the range, as at 
A, Figure 39, and observations are taken for soundings on that range; 
In this case the azimuth of the range is known and the distance 
of each sounding from the transit station is determined from the 
observed interval on the stadia rod. As the boat traverses the range 
the stadiaman stands in the bow or the stern of the boat, according 
to whether tht boat is approaching or going from the observer; he 
holds his rod vertical and always facing the observer. The leadsman 
makes the soundings at the required intervals, calling out to the 
recorder the depths and, when required, the character of the bottom. 
The recorder enters this information in his notebook, also noting 
the time and the number of each sounding. The signalman raises 
and drops his flag to notify the observer when soundings are made, 

in the manner that has been 
previously described. The ob- 
server notes the number of 
the sounding, the time and the 
stadia interval for each observed 
sounding. The method just de- 
scribed is suitable for locating 
soundings made on ranges 
across rivers or sheets of water 
where the distance from shore 
to shore is not too great for 
stadia readings. 

When the soundings are not 
made on ranges, or when they 
are made on a range and it is 
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not convenient to set the transit up over a point on the range, the 
azimuth for each observed sounding is noted, in addition to the 
stadia interval therefor. The azimuths can be determined with 
reference to a true or an assumed meridian, or by measuring the 
angular distances from a previously established base line, whose 
azimuth is known. This is illustrated in Fig. 40, in which 
A-B is the known line, A the position of the transit, and C the 
position of the sounding boat at the time of a given sounding. 
The factors of location are the angular distance, a, determined by 
azimuth reading, and the distance A-C, determined by the stadia 
interval. When soundings are made on a range it becomes a third 
factor of location. 

Where accuracy is not essential and rapid 
work is required, the directions to the sev- 
eral soundings can be determined by com- 
pass bearings, and the distances by stadia. 
In such cases it is not necessary to use a 
base line; it will be sufficient to know the 
location of the shore point from which the 
observations are taken. Thus, referring to 

Fieiire 41, the transit is set up over the /ig-4«.Locai-ion by 
,^ .* ,.1, , 1 Stadia and Compass, 

shore pomt. A, which has been previously 

located, and readings are taken to the sounding boat as the sound- 
ings are made, as, for instance, at B and B'. In this instance the 
magnetic bearing from A to B is N 46° E, and that from A to B' is 
N 28** E. When the area visible from A has been sounded, the 
transit is moved to another shore station, as at C, and the same 
process continued. The new shore station can be located by observ- 
ing the bearing and the stadia interval thereto from the previous 
station. 

Location by the Intersection of Fixed Ranges. In a case where 
a sounding range is to be sounded many times, and where it is re- 
quired that soundings shall be made at the same points each succes- 
sive time, it is generally advisable to provide some arrangement by 
which selected points may be identified at any time. In many in- 
stances it is necessary to determine the cross-section of a river or 
stream, at a discharge station at successive periods; often a series 
of observations must be made across a channel to ascertain if the 
bottom is scouring or is filling up with sediment. In such cases the 
"location of successive soundings may be effected by intersecting 
Ganges. ' : 
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Fi9.4e. Location toy Intersecting Ranges. 



Such ranges can j^b^ 
laid out in several dif; 
ferent ways; a gopd ar- 
rangement is that shjcrv^p 
in Figure 42, in which 
A-D is a sounding range 
across a river, and i, ^. 
3, etc., are the points at 
which successive sound- 
ings are to be made. 
Range poles designating 
this range are set at A, 
B, C and D ; those near- 
est the water are shorter than the back range poles, in order that 
the latter may be readily seen over the tops of the front range poles. 
The ranges numbei^d i, 2, 3, 4, 5 and 6 are also designated by range 
poles as shown. If desired, the back range pole in each range is 
marked with Roman numerals, showing the number of the range. 
The intersections of the numbered ranges with the range A-D, lo- 
cate the respective sounding points. 

Another arrange- 
ment for intersecting 
ranges is that shown 
in Figure 43. In this 
instance all the num- 
bered ranges on a side 
are referred to a sin- ^■^'^'^ 
gle back range pole; ^^ 
the front range poles 
may be marked with 
Roman numerals, de- ^'S-^^- location 
noting numbers of respective ranges. 

When making soundings in a current, using this method of loca- 
tion, the boat is started at a short distance upstream and is allowed 
to drift downstream to the range. The leadsman casts the lead in 
time for the line to become vertical as the proper place is reached. 
Care should be taken not to cast the lead toq soon, since in a strong 
current, the lead line will have a decided sag if exposed to the 
force of the current for an appreciable time after the lead touches 
bottom. 

Location by Measurement on Ice, When climate and season ate 
favorable a hydrographic survey may be made upon the frozen suf- 
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•face of a stream or other body of water. In such a case, lines are 
run and measurements are made on the ice in practically the same 
manner as on land. Soundings can be located by stadia observa- 
tions, or by direct measurement, as may be best adapted for the 
case. At points designated for soundings, holes are cut through the 
ice and the depths below the surface, to the bottom, are measured 
with a lead line or pole. Sounding machines, such as previously 
described, have been successfully used for sounding through ice. 
Location by Graduated Wire or Rope, In a case where soundings 
are to be made across a canal or stream of moderate size, where the 
span is not so great as to cause much sag, locations can generally be 
made on a rope or wire, stretched from bank to bank. Where it is 
necessary to sound the same sections a number of times, the points 
on each bank, between which the rope is stretched, can be marked 

with stakes or hubs, firmly 
driven into the ground, as il- 
lustrated in Figure 44. The 
stakes, A and B, are spaced 
at a known distance apart, 

rtq.44. Location by Giraduated Wire or Rope. < ,, ,. .. .1 

^ and the Ime connectmg them 

is preferably normal to the local axis of the stream. Tags or mark- 
ers are placed at known intervals along the rope so that, when the 
rope is stretched from stake to stake, distances along it can be 
readily determined. Soundings can be located at the same points as 
frequently as necessary by stretching the rope between the same 
stakes each time sounding work is done. 

This method is well adapted for determining cross-sections of a 
narrow channel before and after dredging operations. The author 
has made use of this method in the survey of a navigable canal, 
whose channel required deepening, both to determine the amount 
of dredging necessary and to ascertain the quantity of material re- 
moved by dredging. In this instance a traverse survey was first 
made along the canal towpath, with stations 100 feet apart. The 
stations were designated by stakes driven nearly flush with the sur- 
face, and the line was run as close as practicable to the water side 
of the towpath, in order to avoid the danger of the stakes being 
disturbed by traffic. Each stake marked one extremity of a sound- 
ing range, which extended across the canal, and whose other ex- 
tremity was rharked with a stake on the opposite bank. This 
arrangement is illustrated in Figure 45, in which it is seen that 
the ranges are normal to the general axis of the channel. The 
ranges Avere designated by a rope which was first thoroughly 
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Stretched and afterward graduated by inserting between the strands, 
bits of cloth at intervals of i foot. The 5-foot marks were made 
conspicuous by using red cloth for tags; the 
other graduations were marked with white cloth. 
When used for designating a range, the rope 
was held firmly against a station stake, at some 
convenient foot mark, and was pulled taut across 
the canal and held against the stake on the op- 
posite bank. For such work two assistants were 
required, one on either bank ; they held the rope 
in place while soundings were being made, pull- 
ing it sufficiently hard to prevent undue sag. 
The sounding party, in a boat, consisted of a 
recorder, a leadsman, provided with a sounding 
pole, and a boatman. In sounding a range, the 
boatman, holding: the rope with his hands, pulled 
the boat across the canal, on the range, from one Ranges Across Canov.. 
side to the other, as the soundings were made. The leadsman, in mak- 
ing a sounding, held his pole vertical and against the rope, noting the 
depth and also the graduation on the rope that was next to the pole. 
Depths were noted in tenths and horizontal distances were observed 
to whole feet; these were both called out by the leadsman to the 
recorder, who entered them in his notebook. After a range had been 
sounded, the two assistants on shore proceeded to the next range, 
carrying the rope between them, and holding it clear of the water. 
At the next range the rope was stretched from stake to stake as 
before; the boat in the meantime having been paddled or towed by 
the boatman to the proper place, the new range was sounded in the 
same manner as before. These operations were continued for suc- 
cessive ranges until all the sounding work, that was required prior 
to dredging operations, was finished. . 

After the channel had been dredged, the ranges were again 
sounded; the sounding work was done in the same manner as a1 
first. The original sounding places on a range were identified by 
holding the rope against the same stakes, at the same graduations, 
as for the original soundings. 

The Reduction of Soundings. 

The Plane of Reference, After soundings have been made in a 

given locality, or over a given area, it is necessary to reduce them 

to a common datum or plane in order to determine correct elevations 

of the bottom at all points where individual soundings were made. 
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Since in all bodies of water the water surface is subject to fluctua- 
tions in height, it is customary in sounding work to take for a datum 
some known stage of the water to which all observed depths are 
referred. Such a datum, which is usually a very low stage of the 
water, is commonly called a plane of reference. 

In tidal waters the elevation of mean low tide is generally taken 
as the plane of reference, and upon maps or charts showing depths 
of soundings made in tidal waters, unless otherwise indicated, the 
depths shown are below the level of mean low tide. When sound- 
ings are made in a lake, or a reservoir, or other similar body of 
water, is is customary to use as the plane of reference the lowest 
known stage of the water. In rivers or streams or variable stage, the 
low water stage of the river is used in some instances as the plane of 
reference ; in other instances the bottom elevations, as determined by 
soundings, are referred to the general datum of the survey. In 
many cases the plane of reference is taken as the low water contour 
of the portion of the river sounded, and not the horizontal plane 
passing through the low-water mark at some selected point. 

Water Gages. In order to determine the height of the water at 
any required time during a hydrographic survey, it is necessary to 
employ some suitable method to indicate the water level at all times. 
This is generally done by means of water gages, which should be 
located at such places as are most suitable and convenient for obser- 
vation. Water gages for this purpose are of two general kinds, viz. : 
staff gages and automatic gages. 

Staif Gages, The type of water gage commonly 
used in regular sounding work is the staff gage, 
which resembles in general appearance a self-read- 
ing level rod. A common form of staff gage is 
made of a board or strip of wood, from three to 
6 inches wide, and from one-half inch to one inch 
thick, and of suitable length. It is painted white 
and is graduated on the face to feet and tenths. 
The numerals indicating tenths are black, and those 
designating feet are red. A good form of staff 
gage is illustrated in Fig. 46; in this form, the 5- 
tenth marks and the foot marks are made con- 
spicuous in order to facilitate reading. 

A staff gage for use in sounding work should 
usually be securely attached in a vertical position 
ng.46.stafTGa9e. ^q ^ stake or a pile driven in the water or to the 
face of a wharf or a sea wall, or other suitable place, where it will 
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be at all 'times accessible^ and where it can be easily x^d. In 'SOine 
instances, in lidal waters, a small piece xif board is attached to th^ 
gageL.for a marker or indicator. When, this is-; done, the marker 
should be so arranged that it will float upon the water, dir^irtly' to 
front of the gage, at all stages, the arrangement being such that th^ 
graduation designating the water level will show at the upper sur- 
face of the marker. The marker should.be painted white ; when it is 
used the gage reading can be quickly seen. 

On rivers of widely varying stage it is usually not practicable to 
set in a vertical position a single gage that can be .conveniently read 
at all stages of the water. In a case of this sort two or more gages, 
set separately, may be used ; each gage is attached to a post or a treei, 
or other suitable object that is conveniently located. They should 
be so arranged that when the top of the lower gage is submerged 
the lower part of the next higher gage will show the proper reading. 

In a case where the stream has 
^ping banks the gage may be ^^ 
set at a. suitable inclination to \/.i 
jcoijifprqi to the slope of the bank. | : 
It vshould be attached to per- 
manent objects or to stakes or |:1 
posts driven firmly into the 
ground. It may be arranged in 

:sey^ral sections, connected to- , 

^, t ^ r . . ,. r\q.4n lnclm«<i Water Oage. 

gether, but of varymg mclma- ^ -^ . 

,tions to conform to local changes of slope.; such an arrangement is 
shown in Figure 47. No graduations should be marked on the rod 
until it has been properly secured iq place. The graduations should 
then -be determined by the aid of an engineer's level ; they can be 
marked by painted lines, or by copper tacks, or by metal strips, as 
may be most convenient for use. 

; 4i^tomatic Gage. When a continuous record of the fluctuations of 
.lhe;:Water surface is required, an automatic or self-registering gage 
:i^:ul(i be used. A simple form of automatic water gage, for use 
in tidal waters, consists of a float, which is enclosed within a per- 
forated vertical box or case, and which rises and falls with the 
tide. The enclosing box, which is long enough to cover the entire 
range of the tide, has an opening near the bottom, through which 
the water enters ; by this means the water surface inside the box 
is always the same as that outside and, not being affected by the 
motion of the outside water, is always smooth. The. motion of the 
;float, after being reduced by mechanism, is recorded by a scribe or 
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f /penpl on a roll of paper,, which passes at uniform speed oyer a 
cylinder revolved by clockwork. The piath of the pencil oii tlxe 
paper indicates the stage of water during any given period of time 
of the observations. _ _ __ i 

Self 'Reading Tide Gage. A form of automatic tide gage, which 
is called a self-reading gage, was devised by Mr. James H. Bacon, 
y. S. Assistant Engineer, for use in hydrographic work ixi Cum- 
berland Sound. The arrangement comprised a rectangularrshaped 
structure, built at the edge of the water, and enclosing mechanism 
f^r operating the gage. The structure consisted of a room of 
cubical form^ ari)out 8 feet each way inside, and mounted qn [suitable 
sttpports, with its bottom 12 feet above the level of mian low 
water. On the east, west and south sides of the cube.j«:ere painted 
.circular dials of a pattern similar to that shown in Figure 48. 




Fi3.48.0'ial for Setf-readtng Tide Oase. 
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Each dial was provided with a large pointer or hand that was 
actuated by a float, being connected thereto by gearing, so that for 
a rise or fall of i foot the hand moved through exactly one-twelfth 
of the circle. Each dial was graduated into twelve i-foot marks, 
the feet being subdivided into tenths, as shown. The positiorv.pf 
the hand on the dial indicated at any time the exact height of tide ; 
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the position shown in Figure 48 reads 2.3 feet above the zero point 
of the gage, which point is referred to mean low tide. 

In Figure 49 is shown 
in plan and section the 
mechanism of this gage, 
adapted for a range of 
tide of from 5 to 8 feet. 
The gearing was so ar- 
ranged that each shaft 
carrying a dial hand re- 
volved once during a 
vertical movement of the 
gage float through 12 
feet. The float was 
heavy enough to furnish 
the power necessary to 
move the mechanism as 
shown, and also to oper- 
ate a recording tide 
gage. Ball bearings 
were used to reduce fric- 
tion. 

This gage could be 
read, under favorable 
conditions, a consider- 
able distance; the height 




^ning 






ng.49. Mechanism of* s^wvreadmq T»o« ooqe. of tide could be deter- 
mined from the dial to 
within 0.2 of a foot at the distance of i mile. 

Gage Readings, In order that proper reductions may be deter- 
mined for observed soundings it is usually necessary to observe and 
note the gage readings at suitable intervals during sounding work. 
When sounding in tidal waters it is customary to employ a tide gage 
reader, whose duties consist in reading and recording gage heights 
at intervals of from 30 miniites to i hour, or more, according to the 
stage of water and the range of the tide. 

In the case of a lake or other similar body of water, where but 
little variation in height of water is liable to occur, gage readings 
may be necessary only at infrequent intervals. It is often the case 
that two readings a day, one in the morning and one in the evening, 
are sufficient. In some instances, however, a small lake is quickly 
affected by heavy rains or by the condition of tributary streams, and 
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rises and falls with considerable rapidity. Under such conditions 
frequent gage readings are required. 

In a river that is subject to variations in stage the gage should 
be read with more or less frequency as may be required. If the 
water is rising or falling during the sounding work, gage readings 
may be necessary at hourly intervals or even oftener; ordinarily, 
however, two readings a day will be sufficient. 
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;- CHAPTER III. : w 

Notes and Office Work-^Sounping Book — ^Angle BooK-n 
Sounding Notes — Sextant Notes — ^Complete Notes- 
Tide Book — Platting Notes — Three-Arm Protractor — 
Hydrographic Maps and Charts. 

The field notes taken during sounding operations are kept in vari- 
ous forms according to the methods employed in locating the sound- 
ings. When locations are made with one or two instruments on 
shore, or in the sounding boat, two general forms of notebooks are 
used ; these are called, respectively. Angle Book and Sounding Book. 
For other methods of location the form of notes will depend upon 
the method used. For work in tidal waters, where a tide-gage 
reader is required, an additional form of notebook is used, called the 
Tide Book. 

When soundings are located by means of time intervals, between 
known points, the field notes contain the depth and the exact time 
for each sounding. In this case the sounding notes are kept by the 
recorder in the sounding book, in the manner shown in Form i. 
The notes taken in the boat are recorded in the first three columns 
on the left. After determining the lead line corrections and ascer- 
taining from the notes of the tide-gage reader the corrections neces- 
sary for the stage of tide, the reductions are applied to the observed 
depths and the notes are completed as shown. 

This form of notes is practically the same for all methods except 
the two methods of location that were last described. In all cases 
where used these notes are kept by the recorder in the sounding 
book; when completed, as just described, they may be kept in that 
form for permanent record. 

The field notes taken by each of the observers who locate the 
soundings are entered in the angle book in the manner shown in 
Form 2, which represents a page from an angle book. 

When soundings are located by one angle, measured on shore, 
two, and sometimes three, field books are required to contain the 
complete notes. 

These comprise: i, the sounding book, shown in Form i, used 
by the recorder ; 2, the angle book, used by the observer, and shown 
in Form 2. For work in tidal waters a third field book is required ; 
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SOUNDINGS IN BENTON HARBOR. 

Aug. 17,1903. 

JoNBS, Recorder. Smith, Leadsman. 



1 

2. 
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5 
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RANGE 1. 







Sonndinsrs 


Red. 
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Tide 


Reduced 
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Time 
























REMARKS 






Feet 


lOths 


Feet 


Feet 


lOtbs 




1 


8:15 


20 


3 


1 1 
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2 


(15 ft. from Sta: 27 of 
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Shore Survey.) 
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Hard bottom — Sand. 
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RANGE 2. 
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Sounding 1 located by 
intersection from shore. 
Lead line correction, 
-H).2. 



Form 1. Sounding: Notes. 



SOUNDINGS IN SABINE HARBOR. 
Oct. 22, 1902. 
Jackson, Observer. 



Na. 



Time 


Ansrles 


Reduced 
Soundingfs 


Des:. 


Min. 


Feet 


lOths 



REMARKS 
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10:01 


18 


24 
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10:02 


20 


12 
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10:03 


22 


08 




■■,- ; 


4:. 


10:04 


24 


10 







Soundings on Range 6. . Inst, 
at Sta. 27 of Shore Survey. 
Numbers refer to the observed 
soundings. 



Form 2. Ansfle Book— 1 Ansrle. 
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this is called the tide book, and it is used by the tide-gage reader. 
In Form 3 is represented a leaf from the tide-gage reader's note book, 
in which is shown the form of notes required to be kept. It is 
seen that there are columns in which to record the direction and 
force of the wind and also to enter the reduced readings of the tide- 
gage. In many localities the effect of the wind upon the water level 
is considerable under certain conditions of wind and tide. In such 
cases it is necessary to take into account the variations caused in 
the height of the water surface thereby and to make the necessary 
reductions. 

For convenience in platting the reduced soundings are frequently 
entered in the angle book in the two columns shown; in such cases 
the angle book forms a complete record. 

When soundings are located by two angles measured on shore, 
each observer uses an angle book in which to enter his field notes. 
These are kept in the manner shown in Form 2, while the recorder's 
notes are kept as shown in Form i. In non-tidal waters the three 
sets of notes that have been described are all that need be used. 
For work in tidal waters a tide-gage reader will be required, whose 
notes are kept as shown in Form 3. The complete notes may be 
condensed for convenience in the manner shown in Form 4. 

When two sextants are used in locating soundings the notes of 
the recorder and of the tide-gage reader kept as shown in Forms i 
and 3 respectively. Each sextant observer enters his notes in his 
field book, noting for each sounding the number, the time and the 
sextant angle to two of three selected shore objects. In Forms 5 
and 6 are shown the field notes of two sextant observers, locating 
identical soundings. The two sets of notes may be condensed into 
one in a manner similar to that explained for transit observations. 

For soundings located with transit and stadia the form of field 
notes taken by the observer is practically the same as for similar 
stadia observations on land. Since such forms of notes are gener- 
ally familiar to engineers and surveyors it is not considered necessary 
to illustrate them here. The other forms of notes, which are kept 
by the recorder and the tide-gage reader, are practically the same 
for most methods of sounding location. 

When soundings are located bv magnetic bearinp-s. the forms of 
notes used by observers is very similar to that used for sextant 
observations. The only essential difference in form is, that for 
compass work the word "bearings" is substituted for the word 
''angles" in Forms 5 or 6, and the several bearings are given instead 
of angles. 
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OBSERVATIONS OF TIDES AT LIGHTHOUSE WHARF. 
Year, 1903. Month, Aug. Date of Month, 17. 



Mean Time 

of 
Observation 


Readlns: 

of 

Tide Gasre 


Wind 


Reduced 
Readinsrs 


REMARKS 


Hrs. 


Min. 


Feet 


Dec's 


Direc. 


Force 

Miles 

perHr. 


Feet 


Dec's 




8 
8 
9 
9 
10 


00 

30 
00 
30 
00 


1 
1 

2 
2 
3 


00 
55 
15 
70 
35 


N. W. 

N. W. 

W. 

w. 
w. 


10 

10 
10 
10 
10 






Light Wind from 
N. W., changing 
to W. 



Form 3. Tide Book. 

SURVEY OF MOBILE BAY. 

June 20, 1902. 

Davis & Williams, Observers. Taylor, Leadsman. 

CoRTRiGHT, Observer. 

No. 1. Davis— Zeros to Sta. B. H. & B. Transit, No. 3312, 

No. 2. Williams— Zeros to Sta. A. B. & B. Transit, No. 2408. 



Time 



No.l 
Ansfles 



Deg. Min 



No. 2 
Ansfles 



T>e«. 



Min. 



Reduced 
Soundinsrs 



REMARKS 
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9:25 


9 


58 


13 


20 


23.8 
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9:26 


i 
1 19 

1 


12 


25 


26 


26.2 
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9:27 


! 27 


32 


35 


28 


30.6 
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9:28 


j 35 

1 


30 


44 


22 


35.5 





Form 4. Complete Notes. 

SURVEY OF ONSLOW BAY. 

May 23, 1902. 

Williams, Sextant No. 1. 

Mason, Recorder. Harris, Leadsman. 







Angles 








No. 


stations 


De«r. 


Min. 






RBMARKS 


1 


23-25 


37 


12 


Sta. 


23.- 


—Lighthouse. 


2 




39 


59 


Sta. 


25.- 


—Church Spire. 


3 




42 


02 








4 




44 


00 









Form 5. Sextant Notes. 
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SURVEY OF ONSLOW BAY, 

May 23, 1902, 

Jackson, Sextant No. 2. 

Mason, Recorder. Harris, Leadsman. 
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No. 


Stations 






REMARKS 
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MIn. 






••■M' 


25-27 


44 


39 


Sta. 25.— Church Spire. 




2 




42 


51 


Sta. 27.— Factory Chimney. 
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40 


55 
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39 


40 







Pom) 6. Sextant Notes. 



SOUNDINGS IN MORRIS CANAL. 

Monday, June 6, 1904. 

Previous to Dredging: Work. 

Smith, ^Assistants. 
Williams, } ^»-*"«^« 



Jones, in charge. 



sta. 



Soundinsrs 



REMARKS 
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00 


M. 
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_3.0 


-M. 


Water surfaee is da- 
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tum. Depths 'are ex- 
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5^ 
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62, 
31 


7.3 
36 


4.5 
44.5 


00 
49 






distances are express- 
ed as denominator; 
they are in feet and 


139 


00 


3^ 


6.9 


2^ 


6.4 


7.2 


6.5 


3.5 


00 






are measured fromlhe 
station stakes from 


3.5 


7 


14 


19.f, 


2*/ 


34 


41 


4b 


49.5 






left to right. 



Form 7. Sounding: Notes. : 



SOUNDINGS IN MORRIS CANAL. 

Thursday, June 9, 1904. 

After dredging. 

wi™kMS,}^-^«tants. 



JoNBS, in charge. 



sta. 










Soundinsrs 


REMARKS 


137 


00 


M. 


8.3 


'7.9 


8.2 


00 . . 


Water jaurfftce is da: 


4 


12 


22 


32 


42 


"50 


turn", 


arsrrairceiffaTe 
















from 


station stakes; 


138 


no 


8"^ 


8? 


80 


81 


00 


they 


are from left to 


3 


IX- 


21. 


.31 


41. 


49 ^ :: 


rifirht. 




139 


00 


8.1 


8.1 


82 


81 


00 






3.5 


11.5 


21.5 


31.5 


41.5 


49.5 




.■\ 



Form 8. Sounding Notes". 
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of material 

same 

latter 

been 
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When soundings are located by direct measurement on the ice 
the field methods are similar to those used in land survey3.. In such 
cases no particular form of notes need be specified for recordingr 
sounding locations since the ordinary forms of notes used in su,fveys 
are suitable for this purpose. i 

For soundings that are located upon a fixed range, desigpated 
by a graduated wire or rope, the notes may be kept in a form similar 
to that used for recording cross-section notes. A good form for 
recorditig notes of this kind is shown in Form 7. The ndtesjthere 
shown represent soundings across the canal shown in Fig. /.5, at 
three of the stations shown. The soundin'gs were jmade jprevicius to 
dredging operations, the object being tp ascertain th^ dep:h of 
dredging required, and also to detefrtiinq the quantity 
required to be removed from th^ channef. ^--^ 

In Form 8 is shown the not^s|of soundings made oviir the 
ranges after dredging operations were 'completed. These 
soundings were made to ascertajin if sufficient dredgin^ had 
done to make the channel conforjn to the required' dimei|isions, 

Special Forms .of Notes, For locations of soundings ^majde by 
Cooper's method, in which two leadsmen are employed, as previously 
described, a special form of notes is used. In order to explain 
clearly the methods used for keeping notes a full set of notes will be 
given; they are field notes from an actual suryey made und^r the 
supervision of Mr. Cooper. j * 

Sounding Book, The form of sounding notes taken is shojwn in 
Form-9. The notes as shown are complete, as regards depths'; they 
show the time of jmaking located soundings, gage , readings a;rid 
observed and reduced soundings. On the right-hand page is shown 
the test measurements of the two lead lines that were used^ v 

Transit Baaks^ The two sets of location notes taken are shown 
in Forms 10 and 11. They contain the number of the range or 
sounding line, the time and number of each located portion, also 
the angles read to positions of observed soundings. ' In tl^is in- 
stance one of the observers read the tide-gage and entered the read- 
ings in the column headed "Gage." The three sets of notes w^re 
kept in ordinary transit books, 4J/2 ins. by 7 ins. in size. ^ 

Bacon's Method. In Form i^ is shown the form used for record- 
ing sounding notes that were taken when Bacon's method wa^ used. 
As indicated, two sextants were used, the observations being taken 
to four known objects on shore, as explained on page ^7, iind as 
illustrated m Figure 35. 
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ESTIMATE SURVEY, LONG ISLAND CROSSING. 

May 16, 1904. 
P. N. Strong, in charge. A. S. Hartridgb, Recorder. 



LINE No. 42 




Time 


Gage 


SoundinsfS 


Reduced 
Sdfifs. 




No. 


Fred. 
Jones 


Chas. 
Anderson 


REMARKS 



10:37 




17.2 
17.3 
16.9 


17.1 
17.1 
17.4 


12.2 
12.3 
12.3 
12.3 
11.9 
12.6 


10:38 




18.2 
18.1 
20.0 


19.2 
20.7 
21.0 


13.2 
14.4 
13.1 
15.9 
15.0 
16.2 


10:39 




23.9 
26.1 
26.3 


26.1 
26.2 
25.7 


18.8 
21.3 
21.0 
21.4 
21.2 
20.9 


10:40 


4.9 


25.3 
25.1 


25.6 


20.2 
20.8 
20.0 



Howard on Sta. Wing 

Dam, No. 33. 

Ostrom on Sta. Venus 

Point. 

Ostrom reading Gage. 

TEST OF LEAD 
LINES. 



Fred. 
Lead 

12 = 
14 = 
16 = 
18 = 
20 = 
22 = 
24 = 
26 = 
28 = 
30 = 



Jones 
Tape 

11.9 
13.9 
15.9 
17.9 
19.9 
21.8 
23.8 
25.8 
27.7 
29.7 



C. Anderson 
Lead 

12 = 
14 

16 = 

18 = 

20 = 

22 = 

24 = 

26 = 

28 ■■ 

30 ■■ 



Tape 

12.1 
14.1 
16.1 
18.1 
20.1 
22.2 
24.1 
26.1 
28.1 
30.1 



Form 9. Soundins: Book. 

ESTIMATE SURVEY, LONG ISLAND CROSSING. 

May 16, 1904. 

Inst, on Sta. Venus Point. Zero to Sta. Wing Dam, No. 3. 

E. Ostrom, Transit No. 1. 









Anele 






No. of 


Time 


No. of 
Position 




Gasre 




Line 






REMARKS 








Dee. 


Min. 






42 


10:37 


1 


278 


42 




Gage read at Venus Point, 




38 


2 


282 


35 




mean low water on Gage 




39 


3 


285 


49 




=2.0. 




40 


4 


Dredsre 
in way 


6.9 






41 


5 


291 


51 








42 


6 


294 


00 








43 


7 


296 


15 







Form 10. Ansfle Book. 
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ESTIMATE SURVEY, LONG ISLAND CROSSING. 

May 16, 1904. 

Inst, on Sta. Wing Dam, No. 33. Zero to Sta. Venus Point. 

R. S. Howard, Transit No. 2. 



No. of 


Time 


No. of 
Position 


Anele 


Gagre 




Line 


Dee. 


Min. 


REMARKS 


42 


10:37 


1 


328 


45 




Zero to Sta. Venus Point. 




38 


2 


326 


01 








39 


3 


323 


50 








40 


4 


322 


05 




'" i ■ 




41 


5 


320 


23 








42 


6 


319 


14 








43 


7 


317 


57 







Form 11, An^rle Book. 



Line No. 

Back Range on 



Date 



No. 



Time 
and 
Tide 



Sounding: 



S'd'^ 

cor'ct'd 

for lead 

line 

error 



S'd'? 
cor'ct'd 
for tide 



Ansfles 
Sextant 



REMARKS 



2 

3 
4 

5 



8.46 + 5.9 



8.47 + 6.0 

8.48 + 6.0 

8.49 + 6.0 

8.50 + 5.9 



16.3 h. 
17.2 
18.1 
19.0 m. 
20.9 
21.8 
22.7 sd. 
23.6 
24.5 

25.4 m. 
26.3 
27.2 
28.1 
29.0 
29.9 
30.8 







A-B 




15.4 


9.5 


98-46 




16.3 


10.4 






17.2 


11.3 






18.1 


12.2 






19.9 


14.0 






20.8 


14.9 






21.7 


15.7 


99-45 




22.6 


16.6 






23.4 


17.4 


C-D 




24.3 


18.3 


73-40 




25.2 


19.2 






26.1 


20.1 






26.9 


20.9 


72-35 




27.8 


21.8 






28.7 


22.7 






39.6 


23.0 


71-30 




+ 




c 





Note.— Sextant Stations used one. 
Transit or Sextant worlc. 

Recorder: — 
Observer: — 



A. & B. and C. & D. Form can be used for eitber 



Form 12. Sounding Boole. 
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Various Other forms of notes than those that have beeri, shown 
are used for recording sounding observations. Such variations in 
form depend largely upon the individual preference of the surveyor 
for some particular form of notes, as well as upon the methods used 
in performing the work. 



Platting Soundings. 

After soundings have been made and located they must be platted 
in their correct positions upon a map or chart, in order to properly 
designate the sub-aqueous contours or to show the configuration of 
the bottom, as may be requirefl. In many instances, especially when 
a large area is sounded, many more soundings are made thjin are 
necessary for mapping purposes. The reason for this is thati since 
the bottom is not visible, the entire area is thorou^^hly sounded in 
order to avoid missing important changes of slope. In platting^ 
however, it is customary to show only characteristic soundings; 
that is, such soundings as will show with sufficient accuracy th^ 
depths of a given area and the conformation of its bottom. 

In platting soundings upon a map or chart, the position, of a 
sounding is shown by a dot, i lightly marked with a pencil. The 
depth of each sounding is written in ink directly over the point 
designating 4:hat sounding, after which the pencil mark is erased. 

The methods^ employed for platting soundings vary according to 
the methods by which they are located. In a case where soui^dings 
have been located on a range whose position is knoylrn, a pencil line, 
representing the range, is drawn to scale in its correct position on 
the map or chart. Then, if the positions of give^ soundings are 
known with respect to the extremities of the range, and the dis- 
tances between intermediate soundings are also known, the positions 
of the known soundings are marked on the pencil line, and the 
positions of the intermediate soundings are determined by Scale. 

If soundings^ have been located on a range by intersections, ' either 
by one shore aingle or by two shore angles, they can be platted in 
the following manner: The range is first laid off on the map, as 
previously described; the angles from the shore points to t|ie re- 
spective located positions are then measured on the map with a 
protractor, or they may be determined by natural tangents. Lines 
defining; the several angles are drawn in. pencil to intersect the line 
representing the range. Each intersection will designate the position 
of an observed sounding; the positions of intermediate soundings 
can then be scaled. 
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. If soundings |vive been located , s^um^^M^f),^ 

by, two intersecting lines of 5hi*«rf^>f^>^x 

siglit, from the extremities of a SfumAnf^ii^s\^ 

measured base, they may be ^^^^^^^ "l^ 
platted in the following manner : 



The base line is first drawn to ^^' 



A.^ 



\ 



scale, in its proper position on 
the map, and from each extrem- n9.90.p\att\n9So\)rKUn9»i9^ int«n»«ct'ion.. 
ity; pencil lines are drawn in the 

same directions and at the same angles as those measured in loca- 
ting the respective soundings. The intersection of any two such 
lines, representing the lines of sight from opposite ends of the base 
to the position of any given sounding, will locate that sounding on 
the map. Thus, in Figure 50, let A-B represent a given base line 
on a map or chart. The dotted lines, A-i, A*2, A-3, and B-i, B-2, 
B-3, representing the lines of sight to three given soundings, are 
laid off at the measured angles recorded in the notes. The inters 
sections of the respective lines are the locations of the corresponding 
soundings i, 2, and 3. 

Another way to plat soundings that haye been located by inter- 
section from the two opposite extremities of a given base, is as 
follows : For each observed sounding, the respective distances from 
its located position to opposite ends of the base are calculated and 
noted. This can be done by trigonometry, since for each location, 
a side and two adjacent angles of a triangle are known, and thei 
other two sides, representing distances from the -extremities of the 
base to the located position of the sounding, can be calculated by 
solving the triangle. The base line having been drawn to scale, in 
its proper position on the map, its extremities afe^ used as centers, 
from which intersecting arcs are drawn with the corresponding cal- 
culated distances as radii ; the point of intersection of the two arcs 
marks the position of the sounding. 

This method of platting sound- 

p^un^ptftyA^f* 'mgs is illustrated in Figure 51, 

j/y<Soundiny Mf.2. in which A-B represents the base 

^0^0 -^"^ and A-i, B-i, are the two cal- 

^^^ ^^ culated distances to the. located 

0^ '^^ position of sounding i. 

Example. Let the base line 
A-B equal 1,030 feet, and the 
calculated distances from A and 

ng.6\. PlaWing by Intersec+mg Arcs, p ^O the position of SOUnding I 

be respectively 890 feet and 714 feet Then, with A as a center 
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and with a radius of 890 feet, draw in pencil a circular arc, in the 
approximate location, and long enough to cover the position of the 
sounding. Next, with B as a center and with a radius of 714 feet, 
draw another circular arc, intersecting the first; the intersection of 
the two arcs locates the sounding on the map. 

This method of platting involves a long and tedious process and 
is seldom used for locating soundings. It may be used as a check 
upon important locations that have been platted by a more rapid 
method; or for the purpose of locating important objects, such as 
buoys, reefs, etc. 

When soundings have been located by means of sextant angles 
from the sounding boat, to three fixed points on shore, the most 
convenient way to plat them on a map, upon which the three shore 
points have been previously platted, is by the use of three-arm pro- 
tractor. Since this instrument is exclusively used for platting sound- 
ings that have been located by sextant angles, a description of it will 
be given here. 

Three-Arm Protractor. 

This instrument, which is sometimes called a station pointer, con- 
sists of a graduated arc to which is attached three arms, one fixed 




Fig. 52. Three-Arm Protractor. 

and two movable, the two latter revolving about a center which is 
common to the three arms. The two movable arms are located, one 
on either side of the fixed arm ; they have their inner edges beveled, 
as shown in Figure 52. The circle is divided into 360 degrees ; the 
fixed or zero arm, F, is set so that its beveled edge is projected 
through the zero mark on the circle, and also through the center, C, 
of the instrument. The two movable arms, M, M, are provided with 
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verniers reading to single minutes; also with clamp and tangent 
screws, T, T, as shown. A magnifying glass, G, is pivoted and 
hinged to the center of the circle, and moves parallel to the gradua- 
tions. 

Centers, Each instrument is usually provided with three inter- 
changeable cylindrical centers. One center is provided with a glass 
bottom, upon which is etched two lines, intersecting at the center of 
the circle ; this is used for the purpose of identifying locations after 
they have been made. Another center has a transparent, horn bot- 
tom, with a hole through its exact center ; when this is used the loca- 
tions are dotted through the hole with a pencil point. The third 
form of center has a spring needle point, which is directly over the 
center of the circle ; this is used for pricking the center on the map 
or chart, when the protractor is in position. 

Size, Three arm protractors are made in several different sizes;] 
they are usually provided with extensions . E, E, E, for lengthening] 
the arms when required. The graduated circle varies in size fromf 
5 ins. to 6j4 ins. in diameter, and the arms are made from 15 ins. 
to 18 ins. long. When extensions are used, the arms extend from 
25 ins. to 27J/2 ins. beyond the edge of the circle. 

Testing, Before making extensive use of a three-arm protractor 
it should be tested for centering and for accuracy of graduation. 
To test for centering : First bring the two movable arms close up 
against the stationary or zero arm ; then clamp both movable arms, 
one tightly and the other just tight enough to require a slight effort 
to move it. Move this arm entirely around the graduated circle and 
then back again to its former position. Clamp it tightly, then loosen 
the other movable arm and proceed in the same manner as with 
the first one. If the movable arms meet with slight and uniform 
resistance while being revolved, the instrument is well centered. If, 
however, the resistance is uneven, causing the arms to stick or bind, 
at some places, the instrument requires adjustment or proper cen- 
tering. 

In testing for graduation: First set one of the movable arms at 
180° and clamp it; then lay the instrument flat upon a sheet of 
drawing paper and draw a pencil mark along the edge of the clamped 
arm, also along the edge of the zero arm, and mark a point through 
the center of the instrument. Remove the protractor and place a 
straight edge on the paper so it will coincide with the first pencil 
line; it should also pass through the central point, and coincide 
with the line which was drawn along the edge of the zero arm. 
Make the same test with the other movable arm. A similar test can 
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also be made by clamping the two movable arms, one at 90® and the 
other at 270°, and also at other selected points around the circle that 
are 180° apart. 

Use of Three-Arm Protractor, In using a three-arm protractor to 
plat the positions of soundings that have been located by sextant 
angles to three known shore points, the following method is that 
commonly employed. First plat in their correct positions the three 
shore points ; then, in order to plat the position of a given sounding, 
set the movable arms to the two observed angles and clamp them in 
position. Then place the instrument on the chart so that the edges 
of the three arms will coincide with the platted positions of the 
three shore points ; the center of the instrument being in a position 
on the map corresponding to that of the boat on the water at the 
time the sounding was located. The center of the instrument will 
then represent the position of the sounding, and a point is dotted or 
pricked through the center of the instrument on the map. The pro- 
tractor is set in the same way for each observed sounding and the 
process just described is repeated in platting individual locations for 
successive soundings. 

Method by Use of Tracing. It is often the case that the positions 
of soundings that have been located by sextant angles require to 
be platted without the use of a three-arm protractor. A good way 
to plat soundings so located is as follows : For any given sounding, 
draw on tracing paper or tracing cloth, three lines passing through 
a common point, and including between them the two observed 
angles for that sounding. Place the tracing on the map in such a 
position that the common point will be in a position corresponding 
to that of the sounding boat on the water, and so that the three 
lines will pass through the three platted points. The point of inter- 
section of the three lines will then indicate the position of the sound- 
ing on the map; it should be pricked through the tracing or other- 
wise marked on the map. Since, when this method is used, it is 
necessary to practically make a protractor for each location, the 
method is seldom employed, especially when many soundings are to 
be platted. 

Method by Calculation. Observed locations, made by sextant 
angles, can be platted by calculating the respective distances from 
the shore points, that have been previously located, to the sounding 
boat or to the given located point. A method of calculating such 
distances has been given in the solution of the three point problem, 
previously explained. The distances, having been found, may be 
used as radii and, with the respective shore points as centers, arcs 
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can be drawn to a common intersection, thus locating the sounding. 
If preferred, the angles between the base line and the respective lines 
of sight for a given sounding, may be laid off and lines bounding 
these angles drawn to a common point of intersection, which will 
locate the sounding. This process is both tedious and laborious; 
it is not given as a method suitable for practical use in platting 
soundings. It is adapted for use where positions are to be platted 
with considerable accuracy, or where it is necessary to check the loca- 
tion of an important object, such as a buoy, a wreck, a sunken rock, 
or other object of similar importance. 

Compass Locations, When soundings have been located by com- 
pass bearings, observed in the sounding boat, their positions can be 
platted in the following manner: The two fixed points to which 
observations have been made are first platted in their correct posi- 
tions on the map. Then, in order to locate the position of a given 
sounding, pencil lines, having the bearings given in the notes for 
that sounding, are drawn in their proper relative positions through 
the two platted points. The intersection of the two lines thus drawn 
locates the sounding on the map. 

Bacon's Method. Soundings that have been located by Bacon s 
method, which has been described, can be platted accurately and 
rapidly when suitable preparations are made. In order to facilitate 
platting the positions of soundings located by this method, for each 
locality sounded, a protracting sheet should first be drawn to the 
required scale, upon a skeleton or outline map of the area sounded. 
The protracting scale consists of a series of arcs, each arc subtend- 
ing a given angle, and passing through the extremities of the platted 
base line. The ranges are drawn radial or parallel, as the case may 
be ; the completed scale will resemble Figure 34, Figure 35 or Figure 
36, according to the method used in laying out the base lines and 
ranges. The base lines, ranges and arcs should be platted to somft 
convenient scale upon a sheet of drawing paper. In order to pre- 
vent shrinking or wrinkling the paper used should be pasted 
smoothly on a drawing board which has previously been coated thor- 
oughly on both sides with shellac. The outline map and the protract- 
ing scale should be drawn in their proper relative positions in india 
ink, thus forming a basis to which all subsequent surveys over the 
same area may be referred. The surveys should be platted on trac- 
ing cloth, to the same scale as that used for the skeleton map. In 
order to plat the soundings made in the successive surveys, the trac- 
ing is laid over the skeleton map in such a manner that correspond- 
ing points on both maps will coincide. The position of each observed 
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sounding can then be quickly located from the field notes on the 
skeleton map and marked on the tracing. 

For example : If a sounding has been located by observations to 
two base lines, as illustrated in Figure 35, and the angular values 
are as follows: Angle to extremities of base A-B — 63® 00'; angle 
to extremities of base C-D — 56° 00', then the point of intersection 
of the arc through A-B, subtending 63°, with the arc through C-D, 
subtending 56°, is readily found and locates the sounding at once. 
If the soundings have been made on radial ranges, as illustrated in 
Figure 36, or on parallel ranges, as illustrated in Figure 37, they 
are platted by noting on the map the intersection of the given range 
with the arc corresponding to the angle measured. Thus, a sound- 
ing made on a radial range, as, for example, range i, Figure 36, 
whose angular measurement is 54°, is readily located at the inter- 
section of these two factors at the point marked x. Soundings 
made on parallel ranges can be located and platted in a similar man- 
ner. For intermediate angles between platted arcs, soundings can 
be platted by interpolating distances proportional to the angular 
interval. 

Cooper's Methods, A method of platting with great rapidity the 
positions of soundings that have been located by intersection from 
shore stations has been devised by Mr. A. S. Cooper, whose method 
of locating soundings has been previously described. Two general 
cases are contemplated, each requiring different treatment. In a 
case where a number of successive surveys are required over the 
same area, and the successive locations are made from the same base, 
the following method is used : An outline map of the area to be sur- 
veyed is platted on drawing paper, with the base line drawn to 
scale, in its proper position. Two protractors are then drawn, with 
their respective centers at the two extremities of the base line, or 
corresponding to two ^ 

fixed stations. These ^ 5v ^.- %- .'^.o ' 

protractors are drawn 
sufficiently large to 
cover the sounded 
area ; they are divided 
into 34 degrees and 
the division lines are 
drawn to intersection. 
This is called the 
protractor sheet ; its 
arrangement is illus- 
trated in Figure 53, in 
which the extremities 




Fig. 53. Protractor Sheet. 



NOTES AND OFFICE WORK 8$ 

A and B of the base line A-B are the respective centers of the two 
protractors shown. The graduations for 5° are marked with heavy 
black lines, those for degrees with lighter lines, those for half- 
degrees with full red lines, and those for quarter-degrees with 
dotted red lines. The survey map is drawn on tracing cloth to the 
same scale as the skeleton map; it shows the base line, the shore 
line and other necessary topographic features. The skeleton and 
the survey maps are so drawn that when the tracing is placed over 
the outline map, corresponding lines on each will coincide. In 
platting soundings, located by intersections from the extremities of 
the base, within the area covered, the tracing is laid over the outline 
map so that corresponding lines will coincide; any given sounding 
is then platted at the intersection of the two lines on the protractor 
sheet corresponding to the observed angles of location. Thus, re- 
ferring to Figure 53 when the observed angles at A and B to a 
given sounding are respectively 21° 30' and 44** 15', the position 
of the sounding is seen to be at C. This method is adapted for plat- 
ting locations made in a circumscribed area ; it can be used only for 
the area for which it is desigfned. 



Hg. 54. Platting «t+h Protrtactijir end Pb|»ir Arm /^"--.^ / 

The following method, also devised by Mr. Cooper, is adapted 
for platting rapidly and accurately the positions of soundings, lo- 
cated by intersections from a known base. The survey map is drawn 
to scale on tracing cloth, with the base line platted in its proper posi- 
tion. When soundings are to be platted, the survey map is placed 
upon a drawing board or table, with one of the instrument stations, 
as A, Figure 54, directly over the center of a large paper protrac- 
tor, that has been graduated to quarter-degrees. The map and pro- 
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tractor are fastened to the drawing board, after adjusting an even 
5*" line on the protractor to coincide with the base or zero line of the 
survey. The graduations of the protractor are numbered at 5° 
intervals to correspond with the azimuth angles ; these numbers are 
written in pencil on the survey map so as not to disfigure the pro- 
tractor for future use. From the other instrument station, as at 
B, Figure 54, radial lines are drawn at intervals of 5°, with the 
zero of the graduations on the base A-B. These lines are in pencil ; 
they are of suitable length, and are sufficient in number to cover the 
area sounded. Over station B is fastened a long paper arm, so 
arranged that it will revolve around the station as a center, with one 
edge passing through the center. This paper arm is secured in 
place by a needle passing through its center ; it is of sufficient length 
to reach the position of the most distant sounding. The outer end 
is provided with a vernier, reading to single minutes. 

In locating the position of a given sounding, the line on the pro- 
tractor designating the angle read from A is noted ; the paper arm is 
then revolved until its vernier marks the angle read from B. The 
position of the sounding is found at the intersection of the fiducial 
edge of the paper arm with the designated line on the protractor. 
For example, a sounding whose observed angular values at A and 
B are respectively 302** 30' and 2'j'' 55' is located at position i in 
Figure 54. 

Hydrographic Maps and Charts. 

Maps of hydrographic surveys are made in a similar manner to 
that used in making ordinary topographic maps. An outline map 
of a lake or river survey should show the lines and angles of the 
survey, the triangulation stations, if any, also the shore line and such 
details of the adjacent topography as may be considered necessary. 

A complete hydrographic map of a river, lake, reservoir or of 
other bodies of water, shows, in addition to the outline of the water, 
and the surface topography, the shape or configuration of the bot- 
tom or of the submerged portion of the containing basin or valley. 

In the case of a proposed reservoir, whose area is to be subse- 
quently flooded, a regular topographic map is made, showing con- 
tour lines at required intervals and other necessary details. 

In the case of an existing body of water, in which soundings have 
been made, lines of equal depth, corresponding to contour lines on 
a topographic map, are drawn. These lines are located on a hydro- 
graphic map or chart in the following manner: The soundings are 
first platted, according to one of the methods that have been de- 
scribed, and the depth of each sounding is written directly over 
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its located position on the map. The lines of equal depth, or the 
sub-aqueous contours, are then located and drawn according to the 
methods used in platting contours on a topographic map. The 
length of the contour interval usually depends upon the importance 
of the survey, the frequency of the soundings and the degree of 
accuracy required. 

Navigation Charts and Maps, Navigation charts are intended for 
use as aids to navigation; they usually contain such information as 
is useful and important for navigation purposes. A complete chart 
of this kind, showing a harbor, coast or river, usually contains trian- 
gulation stations and important details of topography adjacent to 
the shore. In addition, there are shown lighthouses, beacons, 
wharves, breakwaters and other objects of like character ; also rocks, 
reefs, sunken wrecks, bars and other dangers and obstructions to 
navigation. The position of a navigable channel is indicated by 
contours showing required depths. 

A hydrographic map or chart of a navigable river should show 
the following details: 

1. The position of the shore line on either side of the stream and 
such adjacent topography as may be required. 

2. The location of islands, sand bars, rocks, etc., or any other 
objects of similar character that may be within the stream limits. 

3. The outlines of the navigable channel as defined by the curves 
of equal depth, corresponding to the required depth. 

"4. The locations and depths of soundings and sub-aqueous con- 
tours corresponding to lines of equal depth, drawn at such contour 
interval apart as may be required. 

The shore line is usually defined by the position of the water line 
at ordinary low water, or at the normal stage of the river. In cases 
where the banks are steep and sharply defined, the top of the bank 
may be shown, in addition to the low water line. In the case of a 
river with gently sloping banks the positions of the high and low 
water lines may be some distance apart, and in such a case both 
water lines may be shown. 

The positions of islands, sand bars, shoals, etc., are shown in 
outline. Islands and objects that are above the ordinary water 
level are shown by full lines. The topography thereon is shown in 
the same manner as that on shore. Sand bars, shoals, etc., are 
usually shown by dotted outlines, with heights above or depths 
below the plane of reference written in figures at the proper places. 
In cases where the surface is above the plane of reference, the 
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minus sign is prefixed to figures indicating elevations to denote that 
such elevations are above and not below the datum. 

The curves of equal depth, indicating the channel lines, and the 
sub-aqueous contours, correspond to contour curves on ordinary 
topographic maps, and are drawn in a similar manner. In the case 
of sub-aqueous contours it is customary to indicate different depths 
by characteristic lines, a special form of line being used to designate 
each depth shown. The forms commonly used in drawing lines of 
equal depth are as follows : 

For the shallowest contour : — . . '— 

For the contour next in depth : . . . . 

For the contour next in depth : . . . . . . 

and so on for successive contours. 

In addition to such details as have been described, the direction 
of the current is shown by an arrow and the directions of true and 
magnetic north are shown by suitable symbols. 

In many cases it is considered advisable to show the positions of 
survey stations and sounding ranges on a hydrographic chart. This 
practice, however, is not common, especially in cases of charts in- 
tended for navigation purposes alone. 
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Hydrographic Chart of River, In Figure 55 is given a hydro- 
graphic chart of part of a navigable river, showing the various 
details that have been described, including sounding ranges, depths 
and limits of channel. The lines of survey are drawn in light, full 
lines, the ranges are shown by broken lines; the angle stations are 
numbered consecutively down stream, and the ranges are designated 
by letters of the alphabet, as shown. Depths of soundings are ex- 
pressed in feet and tenths at located positions of respective sound- 
ings. 

The soundings were made on ranges across the axis of the 
stream. They were located by two angles measured on shore, ac- 
cording to the method previously described. In this case the survey 
line between adjacent angle stations was used as a base, an observer 
with a transit being located at the angle point at either end of the 
base that was being used. After locating all soundings to which 
good intersections could be had from a given base, the upper transit 
was shifted downstream, one station beyond the other instrument, 
and the survey line between the two stations was used as a new base 
for locating soundings. This process was continued until the entire 
area had been sounded. 

The outline of the navigable channel and the successive depth 
contours are each indicated by a characteristic line, such as has been 
described. The character of the bottom is written at such places 
on the chart as correspond to the points where samples were ob- 
tained during the sounding work. 

Hydrographic Chart of Coast. A hydrographic chart of a harbor 
or of an entrance to a bay, is made in a manner somewhat similar 
to that described for a navigable river. In making a chart of this 
nature such details and information should be placed thereon as has 
been specified for navigation or hydrographic maps and charts in 
general. Lines of equal depth, indicating sub-aqueous contours, are 
drawn at the required interval apart. When required, the positions 
of ranges, range points and of angle stations on the survey line are 
also shown. 

In Figure 56 is given a hydrographic map of the entrance to a 
bay. The original chart from which this map was taken is con- 
tained in the Annual Report for 1897 of the Chief of Engineers, 
United States Army, having been made from actual surveys. In 
this case, for simplicity, many of the soundings shown on the 
original chart have been omitted, only characteristic soundings being 
shown. This is a good example of the use of radial ranges, the 
soundings having been made on range lines radiating from the light- 
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house which is shown on the North Spit, and which was used as a 
central range signal. The depths of soundings are given in whole 
feet and the sub-aqueous contours are indicated by characteristic" 
lines in a manner similar to that used for the river chart. 

The two charts that have been illustrated and described are fair 
types of this class of work and serve to show in a general way how 
such maps or charts are made. There are various methods of filling 
in details and of expressing information on hydrographic maps and 
charts. These methods vary in minor details according to local 
practice and the object for which a given map is intended. When 
such maps are made for ordinary engineering purposes, as for indi- 
cating improvements to a channel, or for projecting a new channel, 
or for showing proposed improvements, etc., depths are generally 
expressed in whole feet or in feet and tenths of a foot, and contours 
are usually drawn at intervals of from 3 to 6 feet, as in the two 
charts given, or at closer intervals when required. 

For navigation charts, depths are commonly expressed in feet to 
the nearest quarter of a foot, up to a certain depth, which is usually 
24 feet or four fathoms; when this limit is passed depths are ex- 
pressed in fathoms. The deepest contours are usually drawn at 
intervals of one fathom, or 6 feet, to the required limit. 
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CHAPTER IV. 

Measurement of Dredged Material — Measurement in Place — 
Measurement in Scows — Survey to Determine Capacity 
OF A Lake — Method by Contours — Method by Cross- 
Sections. 

When a channel is to be deepened or an excavation is to be made 
under water, the work is ordinarily done by dredging or other 
similar methods, and it is customary to determine by suitable means 
of measurement the depths to be obtained and the quantity of 
material to be excavated. Such measurements are usually made by 
soundings, which are made and located according to such of the 
methods that have been described as may be suited to the case. 

In most cases the area involved is sounded both before and after 
dredging operations, the second measurement being made to ascer- 
tain if required depths have been attained, also to obtain data for 
computing the quantity of material dredged. In some cases the 
second series of soundings, made after the completion of dredging 
operations, is simply for the purpose of determining depths ; in such 
cases the quantity of material excavated is usually measured in 
scows or barges. When dredged material is measured in place by 
means of soundings, the operation is called "Measurement in 
Place." When it is measured in scows or barges the operation is 
called "Scow Measurement"; both methods of measurement will be 
discussed and explained in order. 

Measurement in Place. 
In measuring material in place, by means of soundings, it is 
important that corresponding soundings, made at successive periods, 
shall be in the same positions ; or else that the two series of sound- 
ings shall be made at such points as will correctly indicate the 
differences in elevation of the bottom at suitable points. In calcu- 
lating the volume of material indicated by the difference in heights 
shown by the two sets of measurements, methods of computation 
similar to those used for calculating earthwork, are used. Thus, 
for example, when material is dredged from a canal, the excavation 
is calculated as for a railroad cutting ; when a large area is dredged, 



92 



HYDROGRAPHIC SURVEYING 



the excavation is divided into figures, most convenient in shape for 
computation, and the ordinary rules of mensuration are applied. 

For example, it is required to calculate the quantity of material 
dredged in a canal, from sounding notes that were taken before and 
after dredging ; the notes used will be those given in Forms 7 and 8. 
In this case three sections are shown, with an interval of 100 feet 
between adjacent sections. These correspond to lOO-foot stations 
in a railroad cutting, and the quantities are computed in a similar 
manner to that used for earthwork computations in railroad work. 

The two sets of soundings at each station are platted together on 
cross-section paper, as shown in Figure 57. In this figure the 
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dotted line and the lower full line for each station, represent re- 
spectively, the canal bottom, before and after dredging. The area 
included between the dotted line and the lower full line is the cross- 
sectional area of the dredged material. This area is determined 
for each station, either by calculation from the notes, or by counting 
the small squares included between the two designated lines on the 
cross-section plat, or by measuring the platted area with a plani- 
meter. The areas of the several sections having been determined, 
the quantities are calculated, either by the method of average end 
areas or by use of the prismodial formula. In this instance the 
method of average end areas is applicable and the calculation is 
made as follows: The total cross-sectional areas, before dredging 
at stations 137, 138 and 139, are respectively: 224.5, 244-7 and 260.3 
square feet. After dredging the cross-sectional areas at these re- 
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spective stations are 309.6, 309.6 and 308.8 square feet. By sub- 
tracting the smaller area at each station from the larger one for 
that station we get the dredged area. In this instance the dredged 
areas at the respective stations have the following values: Area at 
Station 137 = 85.1 square feet; area at Station 138 = 64.9 square 
feet; area at Station 139 = 28.5 square feet. Then, by method of 
average end areas, we get the following equations : 

Volume of material between Sta. 137 and Sta. 138, 
85.1 + 64.9 ^ 100 ^^^ 3 
= 2 ^ "27" " ^^^' ^^' ^^^• 

Volume of material between Sta. 138 and Sta. 139, 

64.9 + 28.5 . . 100 ,^^0 
= X — = 173.° cu. yds. 

In some cases the measurement of material in place is conducted 
as follows : *A suitable dumping place or place of deposit is selected 
and its dimensions and shape are carefully and accurately deter- 
mined by soundings at suitable points. Its capacity is then calcu- 
lated by mensuration. This dumping place is then filled to the 
required height with the dredged material, after which, soundings 
are again made to determine the dimensions and capacity of the 
space that has been filled in. 

In many instances it is found that when dredged material is 
measured in place, according to the methods that have been de- 
scribed, full measurement will not be made except when conditions 
are favorable. The sides of the excavation will frequently cave or 
slip, except when the material excavated is rock or clay; and in 
many instances outside material will flow in and partially refill the 
excavation. In such cases soundings made within the required 
limits of excavation will not show the full amount of material re- 
moved. Recourse should then be had to other methods of meas- 
urement. 

Scow Measurement. 

A good way to determine the quantity of material dredged or 
excavated under water at a given locality, is to measure the material 
after it has been dredged and deposited on board a barge or scow; 
such a process is called "Scow Measurement.'' 

Dredged material, after being deposited on a scow, may be meas- 
ured by determining the dimensions of the load, or by the displace- 
ment of the scow. By the first method the scow is divided into 
compartments, whose respective capacities are known, and these 
compartments are filled or partially filled with the dredged material. 
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In this way the quantity of material is readily determined by 
measure. In the case of a deck scow the material is placed in con- 
venient form for measurement and its dimensions are then ascer- 
tained, and its volume calculated. 

When measurement is made by displacement the volume of water 
that is displaced by the barge is determined by first finding the re- 
spective depths to which the scow is immersed before and after 
loading. Then, knowing the dimensions of the scow and the re- 
spective weights of unit volumes of the water in which the scow 
floats, and of the material with which the scow is loaded, the load 
on the scow is determined by calculation. 

When a scow is not loaded the average depth of its bottom below 
the water surface is called the depth of immension light. When it 
is loaded the average depth of its bottom below the water surface is 
called the depth of immersion loaded. The process of determining 
the depths of immersion on the sides of a scow is caflled gaging. 
When a scow is light, that is not loaded, the line of the water sur- 
face along its side is called the light waterline. When the scow is 
loaded the water line along its sides, is called the load water line. 
Thus in Figure 58, in which is represented the longitudinal section 




Longitudinal Section. Cross Section, 

Fig. 58. Scow, Loaded and Ught. 



of a scow on the water, E^F is the position of the light water line ; 
W-L is the position of the load water line, h' is the depth of immer- 
sion light, and h is the depth of immersion loaded. In order to 
measure a load on a scow it is necessary to know its average depth 
of immersion, both light and loaded; also the respective lengths of 
the light water line and of the load water line. 

The average depth of immersion is generally the average of ten 
gagings as follows: one at the center, two at the ends, and two 
midway between the center and the ends; this makes five gagings 
on a side or ten gagings in all. The depth of each gaging is noted ; 
then, to the sum of the four end depths add twice the sum of the 
four intermediate depths and divide the total by 16. The result 
will be the average depth of immersion of the scow, either light or 
loaded, as the case may be. The average length of two measure- 
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merits, one on either side of the scow, is taken as the length of the 
water line. 

The information obtained in the manner just explained can, for 
convenience, be expressed by formula as follows: For any given 
scow : 

Let r = length of light water line in feet; 

Let 1 = length of load water in feet ; 

Let h' = depth of immersion light ; 

Let h = depth of immersion loaded ; 

Let b = width of scow in feet ; 

Let k = weight in pounds of a cubic foot of water ; 

Let w = weight in pounds of a cubic yard of the material to be 
measured ; 

Let X = the load of the scow. 

^^XbX(h-hOk 

Then, by formula : x — ' (l) 

W 

For bodies of fresh water k = 624 ; for salt water k = 64. 

Example i. An empty scow floats in a river with a depth of 
immersion, h' = 2 feet ; the length of the light water line V = 42 
feet. After being loaded with dredged material the depth of im- 
mersion loaded, h, = 8 feet, and the length of the load water line, 
1, = 48 feet. The width of the scow, b, = 20 feet, and the weight 
of the material per cubic yard = 2,750 pounds. Required the 
number of cubic yards of material composing the load. By sub- 
stituting the given values in equation and using the value of k for 
fresh water, we have: 



^^-^X20X(8"2)X62.5 
2750 



122.7 cu. yds. 



If, instead of the number of cubic yards, the weight of the load 
in tons is required, make w = 2,000 = number of pounds in a ton. 
Substituting this value in equation and reducing we have : 

X = 168.75 tons. 

Example 2. A scow floating in a bay, was loaded with broken 
stone. The results of gagings, made before and after loading, were 
as follows: 

h' == 2,7 feet ; h = 9.7 feet ; V = 62.7 feet ; 1 =69.5 feet. The 
width, b = 26 feet ; the weight of the broken stone = 2,650 pounds 
per cu. yd. Required the number of cubic yards of stone loaded 
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on the scow. By substituting the given values in equation and 
using the value of k for salt water, we have : 

^^'^1'^^'^ X 26 X (9.7 -^ 2.7) X 64 

^ " 2650 ^ ^^^'^ ^^' ^^^' 

Survey to Determine Capacity of Lake. 

It is frequently necessary to determine with more or less exact- 
ness the volume of water contained in a lake or a storage reservoir 
or any similar body of water of considerable size. In a case of this 
kind it is customary and proper to determine the required volume 
by means of a hydrographic survey. Such a survey should be made 
in accordance with such of the methods that have been described in 
this manual as are best suited to the case in hand. In making such 
determinations two general methods are used; these arc called re- 
spectively "Method by Contours" and "Method by Cross-section.** 
as in the case, previously described, of calculating the capacity of a 
proposed reservoir. The corresponding methods of determination 
for both cases are entirely similar in principle ; the essential differ- 
ence between them consists in the method of conducting the field 
work of the necessary surveys. In order to explain clearly the 
process of making a capacity survey of a lake or of a similar body 
of water, both methods of determination will be discussed. This 
will involve some repetition because of the similarity above referred 
to, of the methods used for computing volumes and capacities in 
the two cases. 

Method by Contours. 

When a close approximation of the volume of water contained in a 
lake or reservoir is required the method of determination by contours 
will generally afford the most nearly exact results. When this method 
is used an outline survey of the lake is first made ; then, by means 
of soundings, depths at a sufficient number of points are found to 
designate a series of contours of the submerged area. The contour 
interval, or the vertical distance between adjacent contours, is fixed 
according to the slope of the ground and the degree of exactness 
required in the work. The notes thus obtained are platted and a 
map is made, showing the outline of the water surface and the 
positions of the several contour lines. The surface of the water 
and the successive contours will lie in a series of parallel planes. 
The figure included between any two adjacent planes will re- 
semble a prismoid, whose end areas are those enclosed within the 
corresponding contour lines, and whose height is the contour interval. 
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The area of the water sur- 
face and the areas enclosed 
by the several contour lines 
are calculated separately and 
tabulated. These areas may 
be calculated directly from 
the map by dividing them 
into triangles and computing 
the area of each triangle, and 
then taking the aggregate 
of the partial areas in each fig- 
ure for the area of the entire 
figure. If the outline is very 
irregular, calculation with 
the aid of a planimeter will 
usually be the quickest and 
most convenient method to 
use. Having computed the 
areas of the several planes, 
and knowing the contour in- 
terval, the next step is to cal- 
culate the volume of water in the lake. This may be done, either 
by the method of average end areas, or by the use of the prismoidal 
formula. In a case where the difference in area between successive 
contours is large the average end area method will give incorrect 
results and, on that account, should not be used. In most cases the 
use of the prismoidal formula will afford satisfactory results and it 
is generally used in calculating volumes of such figures as are under 
consideration. 

For the sake of convenience the two methods will be expressed 
by formula. In Figure 59, in which is shown the outline and sev- 
eral contours of a lake, also a cross-section, the several factors may 
be expressed by symbols as follows : 

Let a, b and c be the respective areas enclosed by three successive 
contours; h = the contour interval; v = the volume of a given 
prismoid ; v' = the volume of the adjacent prismoid. 
Then by average end areas : 



Fig.69. Plan and Section of Lake. 



, / a 4- b x 
V = h (— r— ); 



h(^) 



v + v' = h(-^ + b + -^). 



(1) 



When the prismoidal formula is used two prismoids are taken 
as one, in which case the intermediate area is the middle area and 
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the height of the prismoid so taken is twice the contour interval. 

In this case, using the same symbols as above, the formula for 
volume is 

V + v' = Y ^^ "^ ^^ + ^) (2) 

In some instances it will be found that a lake or reservoir basin 
contains an odd number of prismoids, and when the prismoidal 
formula is used, there will be a prismoid for which there is no 
known middle area. In a case of this kind the odd prismoid, which 
is usually at the bottom, may be calculated by average end areas 
without causing much error. If the prismoidal formula is used, a 
middle area must be interpolated ; when this is done the process is 
the same as that explained for calculating the capacity of a reservoir. 

Method by Cross-Section. 

When it is required to determine with only a fair degree of ap- 
proximation, the volume of water in a lake, and it is not desired to 
incur much expense or to devote much time to the work, the method 
by cross-section will usually be found both practical and effective. 

When this method is used, the outline of the water surface is first 
determined by survey, using such method as is most suitable for 
the case in hand. The notes are then platted and an outline map is 
made of the water surface, showing such topography as is required. 
The next step is to divide the area covered into a series of trape- 
zoids by parallel lines, extending entirely across the area from side 
to side. These lines are projected on the map by selecting points 
on the outline for extremities of the parallel lines in such a manner 
as to form the best conditioned figures. These lines are then located 
in the field and constitute a series of sounding ranges; at each 
range, by means of soundings, a profile of the lake basin is made 
and the cross-sectional area of the lake is determined for that range. 
This will divide the lake basin into a series of figures resembling 
prismoids, whose bases are the cross-sectional areas, and whose 
altitudes are the perpendicular distances between adjacent ranges. 
The volume of water contained in the lake is determined by calcu- 
lating independently the volume of each prismoid and adding to- 
gether the partial volumes thus found to obtain the total contents 
of the lake.. Such calculation may be made by the method of 
average end areas or, if more exact results are wanted, the pris- 
moidal formula is used. 
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In order to illustrate this method of determining volumes an ex- 
ample will be given, showing its application in the case of a small 
lake. A plat of a lake is represented in Figure 60, in which the 
outline of the water is shown by the irregular line; the series of 




straight, full lines, near the water line, represent the several courses 
of the survey, which in this case is a closed traverse. The dotted 
horizontal lines are parallel sounding ranges, and the vertical dotted 
lines show the perpendicular distances between ranges. 

Let Ao, Ai, A2, A3, and A^ = the areas of cross-sections at A, B, 
C, D and E respectively ; 

a, b, c and d = perpendicular distances between the ranges A, B, 
C, D and E respectively ; 

Vq, Vi, Vo and Vy = volumes of prismoids whose altitudes are a, b, 
c and d respectively ; 

V = total volume of water in lake = Vo + Vi + Vg + Vg. 

The ends, A and E, of the figure representing the lake, are simply 
straight lines, and the figure included between A and the cross- 
section on B is a wedge; similarly, the figure included between E 
and the cross-section on D is a wedge. In computing the volumes 
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of the end figures each wedge is calculated as a prismoid, one of 
whose end areas is zero. 

In computing the total volume of water in the lake by the method 
of average end areas, using the symbols that have been given, we 
have the following equations : 

A. + Ai 

X a; 



Xb; 



Vo 
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Xc; 



Xd; 



andV=>^[(A« + Ax)a + (Ai + A2)b + (A2 + A3)c + (A34-A4)d] (3) 

When the prismoidal formula is used for computing volumes, it 
is good practice to find the middle areas by interpolating a mean 
cross-section between the two end cross-sections of each prismoid. 
This is done for a given prismoid by platting together on cross- 
section paper its two end cross-sections and determining the mean 
section graphically. This method is illustrated in Figure 61, in 
which ABC and D E F represent respectively the cross-sections 
made on ranges B and C in Figure 60. The dotted cross-section, 
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Fig.6l. Method of Interpolating Middle Area 



G H I, which is interpolated midway between the two sections first 
drawn, is the middle area of the prismoid whose end areas are the 
two measured cross-sections. The middle area of each prismoid is 
determined in a similar manner. In the example under considera- 
tion the measured cross-sections are shown in full lines, while those 
that are interpolated are shown in dotted lines in Figure 60. These 
interpolated cross-sections are designated respectively by the sym- 
bols mo, mi, ma, mg. Then, using the same symbols to designate 
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i values as before, the equations for the respective volumes, by the 

[ prismoidal formula, are as follows : 

I vo = — ( Ao + 4mo + Ai) ; 

vi = — ( Ai + 4mi + A2) ; 
V2 = — ( A2 + 4m2 + A3) ; 
V3 = — ( A3 + 4m3 + A4) ; 

andV = — [(Ao + 4mo + Ai)a + (Ai + 4mi + A2) b -f(A2 + 4m2 + A3)c + 
(A3 + 4m3 + A4) d] (4) 

Example. In order to give a practical illustration of the appli- 
cation of the two methods of computation that have been explained, 
the areas of the measured sections shown in Figure 60 have been 
calculated; these will be used in the formulas for volume and the 
results will be shown. 

The areas are given in square feet as follows : 
Ao = O, Ai = 2280. A2 = 5950, A3 = 6685, A4 - O.; a = 175 ft. b = 
210 ft., c = 270 ft., d = 245 ft. 

Then, by mean end areas, these values are substituted in formula 
(3)» which becomes 

Y= H { 399,000 + 1,728,300 + 3,411,450 + 1,637,825 ) = 3,588,288 
cubic feet. 

In using the prismoidal formula, the interpolated middle areas arc 
required; these are given in square feet as follows: 

mo = 720, mi = 3,705, m2 = 6,210, ms = 1,860. 

Substituting known values, in equation (4), we have: 
V = 1/6 (903,000 + 4,840,500 + 10,118,250 + 3,460,625) = 3,220,396 
cubic feet. 



PART 11. 

MEASUREMENT OF STREAM FLOW. 
Introduction. 

An important department of hydrographic surveying is that con- 
cerned with observations and measurements for the purpose of 
determining the discharge of streams. 

The great increase in the utilization of water power in recent 
years, due to the efficiency of modern methods of power 'transmis- 
sion by electricity, has directed public attention to the value of rivers 
and streams of considerable size as a source of power. 

The value, for irrigation purposes, of water obtained from streams 
has been demonstrated by its use in the reclamation of vast areas of 
arid land. This is especially true in the western part of the United 
States, where the general Government is conducting on a large scale 
a series of reclamation projects, involving the use of many streams 
for irrigation. 

A third important use to which rivers are subjected is as a source 
of water supply to cities and towns. As the population increases 
and cities grow larger, the question of water supply increases in 
importance, and streams of sufficient size for such a purpose become 
more and more valuable. 

In view of these facts, the measurement of stream flow or, as it 
is sometimes called, the gaging of streams, is a matter of common 
interest. In most cases where a stream is to be gaged, it is im- 
portant that the work be correctly done, especially where the 
stream is to be utilized for some specific purpose, such as has been 
stated. 

In most cases, where it is necessary to gage a stream, it is im- 
portant that the discharge be correctly determined, not only at ordi- 
nary stages of water, but at periods of maximum and minimum flow. 
The latter should be especially considered, since the minimum flow 
of a stream marks its limits as a source of supply. Many costly 
mistakes have been made by basing calculations and estimates upon 
discharge measurements that were made in a stream at ordinary 
low water stage, instead of at extreme low water stage in the stream 
measured. Such considerations, however, are largely a matter of 
judgment rather than of detail and are not, strictly speaking, within 
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the scope of this manual. The various methods of making discharge 
measurements, that are in common use, will be discussed; these 
methods are applicable for any stage of water in a given stream. 

In making measurements of stream flow it is of course desirable 
that rapid and economical methods be used when such methods are 
of sufficient accuracy. There are in common use a number of 
methods of measuring the flow of streams. In general these may 
be classed under two heads, as follows: i. By determining the 
mean velocity and the cross-sectional area of a stream for a given 
location; 2. by means of weirs. The latter method is only appli- 
cable in special cases and under favorable conditions; it will be 
discussed and described in detail later. 

In using the several methods included under the first head the 
two factors to be considered are those that have been mentioned, 
viz: the cross-sectional area of the stream, and the mean velocity 
of the current. The units commonly employed are those expressing 
the area of cross-section in square feet, and the mean velocity of 
current in that cross-section in feet per second. 

The cross-sectional area is computed from the soundings made 
at frequent intervals across the channel of the stream. These in- 
tervals should be so selected that the bottom of the stream may be 
considered a straight line between adjacent soundings. 

The current velocity is usually determined in sections of the 
stream channel, such sections extending between the positions of 
adjacent soundings ; the summation of the areas of the several sec- 
tions gives the total area of cross-section. When the total flow of 
the stream at some given point or station is known, and this flow or 
discharge is divided by the cross-sectional area of the channel at the 
station, the result is called the mean velocity of the stream at the 
point in question. In most methods of stream measurement it is the 
mean velocity that is sought to be determined; it cannot be deter- 
mined definitely, however, until the total flow is known. For de- 
termining the mean velocity of the current in a stream, there are a 
number of methods, giving results more or less accurate. All of 
these should be familiar to the hydrographic surveyor, in order that 
the method best suited to the conditions at hand may be applied. 

Discharge Station. 

When it is required to determine the discharge of a given stream 
by a method in which the area of cross-section and the mean velocity 
are factors, a suitable place should be selected at which to make the 
necessary measurements and observations; such a place is called a 
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discharge station* In locating a discharge station a straight, regular 
reach of the stream should be selected, in which the channel is free 
from obstructions and the cross-sections are fairly uniform in size 
and shape. The channel should preferably be straight for some 
distance above and below the discharge station, in order that the 
flow of water may be uninfluenced by changes in its direction either 
on entering or leaving the discharge station. 

Gage. When a suitable location has been found a water gage is 
established, on which the height of the water can be easily read to 
tenths of a foot. The gage may be either vertical or inclined; it 
should be ipade and graduated according to the manner that has 
been described for water gages. The zero of the gage is referred 
to a permanent bench mark. The datum used is immaterial, pro- 
vided the zero of the gage is set low enough to be covered by water 
even at the lowest stage. Such a precaution is necessary in order 
to obviate the use of minus readings. 

Velocity Measurements. 

Two general methods are employed to determine the current 
velocity of a stream. These methods are: i. by means of floats; 
2. by the use of a current meter. Other methods for determining 
current velocities are used by hydraulicians, the most common of 
such methods being the Pitot Tube. These latter methods, however, 
are not well adapted for use in ordinary hydrographic survey work 
and will not be discussed here. 

When either of the two methods that have been enumerated is 
used, the selection of a discharge station, as above described, is 
necessary, and the description given may be considered applicable to 
either or both of the two general methods of determination of 
velocity. Each method, however, differs materially from the other 
in details ; they will be described in order. 

Floats. 

Current velocities are frequently determined by the use of floats. 
Of these there are three general types in common use, viz: i. Sur- 
face floats; 2. Immersed or double floats; 3. Rod or tube floats. 
Whichever form of float is used the general method of procedure is 
practically the same in each case. 

Base Line, In arranging a discharge station for float measure- 
ments a base line should be carefully laid off on the bank, as close 
as convenient to the water and as nearly as possible parallel to the 
axis of the stream. The course or path of the floats should be from 
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icx) to 3CX) feet in length; at distances loo feet apart on the base, 
and at right angles thereto, two lines, constituting sounding ranges, 
are laid off, extending across the stream. Such an arrangement is 
illustrated in Figure 62, which represents a discharge station on a 
river. In this figure A-B is a base 100 feet long and A-C and B-D 
are the upper and lower ranges respectively. This arrangement is 
suitable for a base not more than 100 feet long; for a longer base 
line, additional sounding ranges, spaced at equal intervals apart, 
should be laid off. 

Cross Sections, The base line and the ranges having been laid 
off, soundings are made, and the cross-section of the stream at each 
range is determined. If the stream is not too wide the soundings 
are spaced on a graduated wire or rope, in the manner previously 
described. If the depth of water does not exceed about four feet, 
the soundings can be made by wading, the depths being read on a 
graduated rod to feet and tenths. In case wading is impossible, on 
account of the depth of the channel or the temperature of the water, 
a boat should be used in- making the soundings. 

On large rivers, where ' ^ 

a graduated rope can- 
not be utilized, the po- 
sitions of the several 
soundings should be lo- 
cated by angular meas- 
urement or by stadia, 
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Fig.62. Discharge Station. 

both of which methods of location have been described. Where a 
series of measurements are to be made at successive periods on the 
same sections, the soundings may be located by the intersection of 
fixed ranges, in the manner that has been described. 

The soundings 
having been made 
at suitable inter- 
vals, the cross-sec- 
tion of the channel 
at each range is 
divided into a 
series of trape- 
zoids, whose paral- 
lel sides are the 
depths of adjacent 
soundings, and 
whose altitudes are 




Fig. 63. Cross Section at D'lscbaY^e Station. 
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the distances between the respective soundings. In each cross-sec- 
tion, in addition to the trapezoids that have been mentioned, the two 
end figures nearest the bank on either side, may be considered as 
triangles. Such arrangements are illustrated at a and b. Figure 63, 
which represent respectively the platted cross-sections on the ranges 
A-C and B-D, shown in Figure 62. 

Surface Floats, 

In a case where exact results are not required, or where facilities 
for observation are limited, velocities may be determined by the use 
of surface floats. These may consist of small wooden chips, or 
small disks of some light material, that will float on the surface and 
will not be affected injuriously by water. They should be so con- 
structed as to float nearly flush with the surface so as to be but 
little affected by the wind. In making observations the floats should 
be placed in the water a considerable distance above the upper range, 
in order to acquire the full effect of the current before passing the 
range. On a narrow stream the ranges are marked with graduated 
ropes in the manner previously described. The floats should be 
started successively at different distances from shore, in order to 
determine the current velocity in different parts of the channel. The 
observer notes the time of the passage of each float between the 
upper and lower ranges, preferably by a stop watch, and also notes 
the position of each float with respect to the graduations on the 
ropes. In this way those portions of the stream that are covered by 
the paths of different floats can be noted, and the computations 
thereby simplified. The observations should be continued until all 
parts of the channel have been covered. 

On wide rivers, where the ranges are designated by range poles 
on the banks, the location of each float, as it crosses a range, can be 
determined accurately by instrumental observation. For this pur- 
pose the instrument should be set up over some known point on the 
base line, preferably a sounding range, and clamped with its vernier 
at zero when the telescope is sighted along the base line, or along 
the range upon which the instrument is located. The upper plate is 
then undamped and the telescope is turned in azimuth, with the line 
of sight following the float. At the instant the float crosses the 
upper range the observer is notified by signal from an assistant ; he 
immediately ceases to turn the telescope, notes the time by his 
watch, whix:h is lying open and face up on the upper plate of his 
instrument, also the angle on the vernier, and records the infor- 
mation in his note book. This operation is repeated as the float 
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crosses the lower raAge. The instrument used for reading the 
angles should preferably be a transit, although a plane table may be 
used with equally good results. 

Ordinarily the results obtained by the use of surface floats are not 
of sufiicient importance to justify the use of instruments for ob- 
serving the positions or paths of such floats on the water. Since the 
observed velocities when using surface floats, are only rough ap- 
proximations of the mean velocities of the filaments or vertical sec- 
tions over which they float, it is an unnecessary refinement to 
observe their movements with great accuracy. 

A good way to observe surface float velocities, and one that is 
sufficiently accurate for ordinary work, is as follows: The floats 
are launched by an assistant, from a boat or wading, at some dis- 
tance above the upper range. The observer with a stop watch, notes 
the time exactly that a float passes the upper range ; he then proceeds 
quickly to the lower range and notes the exact time the float passes 
that range ; this operation is repeated for each float that is launched. 
Much time will be saved if an assistant is stationed on one range 
to signal the passage of floats to the observer, who is at the other 
range. 

Surface floats show approximately the surface velocity of the 
stream at the place of measurement. The results obtained by this 
method of velocity determination are subject to errors due to wind 
and to surface currents and eddies. The observed velocity is that 
of the water surface, while that required for calculating the dis^ 
charge is the mean velocity of the entire cross-section. The relation 
of the surface velocity to the mean velocity of the filament or ver- 
tical section is not constant, but for streams of the same general 
character of bed, banks, velocity, etc., the ratio is sufficiently con- 
stant to be computed with fairly good results from surface velocity 
observations. 

From the results of a large number of experiments and observa- 
tions, the coefficients obtained for converting observed surface 
velocity into mean velocity, are as follows: For ordinary streams, 
discharging not more than lOO cubic feet per second, on stony beds, 
0.8 of the mean surface velocity of the cross-section will represent 
the mean velocity for that section. In general it may be stated that 
the coefficient is comprised within the limits of 0.8 and 0.9, depend- 
ing upon the size of the channel and the nature ol the bed. The 
coefficient would be greatest for large, deep rivers with smooth, 
uniform channels, and least for small, shallow streams with rough 
beds. 
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Where only a rough approximation of current velocity is wanted 
a single float, passing along the axis or place of greatest velocity of 
a stream, may be used. In such a case the mean velocity of the 
whole stream may be taken as equal to 0.8 of the velocity of the 
float. 

The variation in the value of the coefficient to be applied to sur- 
face velocity in order to obtain the mean velocity, renders this 
method of measurement unsuitable for use in cases where accurate 
results are required. As a quick and convenient means of de- 
termination it may often be used with satisfactory results. In some 
cases, as at the time of high floods, or in swift rapids, when it is 
impossible to use other means, the results obtained by this method 
are often of considerable value. 



Double Floats. 
A double float consists of a small surface float connected by a fine 
wire or cord to a larger immersed float, which is so arranged that it 
will remain at approximately the point of mean velocity of the cur- 
rent. The surface float may consist of a flat block of wood, or of a 
watertight tin vessel or drum, which floats upon the surface of the 
water with sufficient buoyancy to prevent the lower float from 

sinking; it should be of such form as 
to offer a minimum surface to the 
wind. The sub-surface float may con- 
sist of two sheets of galvanized iron, 
fastened perpendicular to each other, 
forming in plan a cross; a weight 
may be attached to the lower part of 
the float to assist in keeping it in a 
vertical position in the water. A good 
form of sub-surface float consists of 
a tin or sheet iron cylinder, open at 
the top and bottom; this is weighted 
at the bottom with a circular rim of 
lead. The two floats are connected 
by a cord, preferably of silk or linen, 
and as fine as possible, consistent with 
the requisite strength. The tension on the connecting cord should 
be about two or three pounds, or sufficient to maintain the surface 
float as nearly as practicable in a vertical line above the lower float. 
A small flag should be attached to the surface float in order that its 
position may be easily determined at all times. In Figure 64 is 
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illustrated a form of double float that has been used by the United 
States Engineers in current observations in the Mississippi River. 
The surface float is an air-tight buoy of galvanized iron, circular in 
plan and elliptical in cross-section, its major axis being about lo 
inches and its minor axis about 5 inches. The sub-surface float con- 
sists of two sheets of galvanized iron, each 12 inches by 15 inches, fas- 
tened at right angles as shown. The flagstaff, consisting of a small 
wooden stick, fits into a tubular tin socket ^ of an inch in diameter. 

The principal objection to the use of double floats in current ob- 
servations is the uncertainty as to whether the cord is vertical and 
the consequent uncertainty as to the position of the submerged 
float. Another objection is the modifying effect of the surface float 
and the cord upon the velocity of the lower float. It is probable that 
in all cases the velocity of the lower float is affected to some extent 
by that of the upper one, as well as by the friction of the cord. At 
a great depth the exposed surface of the cord may exceed that of 
the float. A third objection is the uncertainty as to the vertical 
position of the lower float since, owing to changes in depth of the 
water and to local conditions, the point of mean velocity may 
change, while the length of the connecting cord must remain con- 
stant in each run. This last objection, however, should not prove 
serious if the discharge station has been selected with proper care, 
so as to insure approximate uniformity of depth throughout its 
length. 

Locating Positions of Floats. Since double floats are used for 
determining velocities in streams of considerable size, it is generally 
advisable to locate their exact positions when crossing the upper 
and lower ranges of a discharge station. This may be done by 
instrument observation in the following manner: Two observers, 
each with a transit, are stationed, one at the upper and the other 
at the lower range. Each observer has his instrument set at zero 
on the other instrument; the observer on the upper range has the 
upper plate of his instrument undamped, with the telescope directed 
along the range. The observer on the lower range, with the upper 
plate of his instrument undamped, follows with his telescope the 
movement of the float under observation. The floats are launched 
at intervals, at some distance above the upper range, and at the 
instant a float crosses that range, the observer stationed thereon 
signals to the other observer, and, at the same instant, starts a stop 
watch with which he should be provided; he then directs his tele- 
scope toward the float and follows it with the line of sight. On re- 
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ceiving the signal the observer on the lower range, whose telescope 
has been following the float, arrests its motion and notes the angle 
between the line of sight and the base line. As a check on the 
reading of the stop watch he notes the time by his watch. He then 
directs his telescope along his range. At the instant the float crosses 
his range he makes a signal to the other observer and also notes 
the time by his watch. The observer on the upper range, when he 
receives the signal, arrests the motion of his telescope, at the same 
instant stopping his stop watch; he then notes the interval of time 
that was required for the float to pass from the upper to the lower 
range, and the angle made by the line of sight with the base line. 
This operation is repeated with other floats until a sufficient num- 
ber of observations have been made. 
In Figure 65 let A-C 

and B-D represent the up- ^ ? 

per and lower ranges re- ^^.^.....^.......^........j^^ 

spectively of a discharge I.I\^!^".".V".!!!!!!,V:'.j * 

station, and' F and Fi the /py^^^ !]!!l"!! ^.!!!!Z^] !f""! 

respective positions of a j v^' ! 

given float in crossing Cl/Z/.Z.." ~!/>.^.!*....! 

them. The position F is j:y Vj 

located by the intersection a b 

of the line of sight B-F Fig 65. Method of ObseKving Poth of Float. 

with the range A-C. Simi- 
larly the position F^ is located by the intersection of the line of 
sight A-F with the range B-D. As each observer notes the passage 
of the float across the range upon which he is stationed, he notifies 
the observer on the other range by a prearranged signal. In some 
cases a wire circuit is laid connecting the two stations, and signals 
are given with a telegraph sounder. Ordinarily, however, signals 
may be given by shouting, or preferably by calling through a mega- 
phone. The path of the float between the two ranges will usually 
be a curved line, somewhat longer than the perpendicular distance 
between the two ranges. This will not affect the computation, how- 
ever, since the path taken by the float is considered that of the 
vertical filament in which the float moves; the object of the meas- 
urement is to determine the mean velocity of discharge rather than 
the actual velocity of some particular filament or vertical section of 
the water. The velocity of each float is obtained by dividing the 
distance in feet between the upper and lower ranges by the number 
of seconds required to pass from one range to the other. 
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Tube or Rod Floats. 

Tube or rod floats consist of hollow tin cylinders or wooden rods 
of uniform size, usually from 2 to 3 inches in diameter. They may 
be of adjustable length and weighted at the bottom, so that they will 
float vertically, with only 2 or 
3 inches of their length ex- 
posed above the surface of the 
water, as illustrated in Figure 
66. When hollow tubes are 
used they may be weighted by 
filling the lower part with 
sand or shot until the tube 
floats at the required depth. 

The velocity of a rod float 
is theoretically the same as ' Fig. 66. Rod Float, 

the mean velocity of the fila- 
ment or section in which it moves. The closeness of the results will 
depend largely upon the amount of clearance between the foot of 
the float and the bottom of the stream; this clearance should be as 
small as possible without causing the lower ends of the floats to 
scrape upon rocks or other obstructions at the bottom, thus re- 
tarding their movements. If the floats have much clearance they 
will not be affected by the films of least velocity nearest the bottom, 
and the velocity shown will be too great. 

It was stated by Mr. J. B. Francis, as the results of experiments 
made by him, that rod floats travel a little faster than the mean 
velocity of the water, even for the depth of immersion. On the 
other hand, Col. Cunningham, another good authority, as a result of 
his experiments, states that such floats move somewhat slower than 
the water in which they are immersed. 

For ordinary stream measurements, however, when rod floats of 
suitable length are used, it is sufficiently exact to call the observed 
velocity of the float the mean velocity of the section or filament in 
which it moves. 

The positions of rod floats in crossing upper and lower ranges 
may be determined by the same methods as those that have been de- 
scribed as being suitable for surface and double floats. 

Rod or tube floats are free from many of the objections ap- 
pHcable to double floats, since there is no uncertainty as to their posi- 
tion, nor as to the point of mean velocity in the channel. They are, 
however, not suitable for very deep rivers, or for channels where the 
depth varies considerably, or where weeds grow in the bed of the 
stream. 
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The Current Meter. 
The current meter is an instrument for determining :he velocity 
of flow of streams. It is the most convenient and satisfactory de- 
vice in use for ascertaining current velocities, and has been found 
best adapted for general use in stream measurements. 
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Fig. 67. Fteley Current Meter. 

There are manufactured and in common use several different 
types of ctirrent meter. Of these the author is familiar with two ; 
the Fteley meter and the Price meter ; these will be described. 
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The Fteley Meter. In Figure .67 is given an illustration of a 
Fteley current meter. As there shown the instrument consists of 
a wheel with helical vanes, mounted on a horizontal axis or spindle, 
and connected by beveled gearing with a register* or counter, 
which indicates on a dial the number of revolutions of the wheel. 
The registering mechanism can be thrown in or out of gear by 
puljing an attached cord. The dial wheels are protected from 
floating particles of detritus by being encased in a box with a glass 
cover. For observations where it is not convenient to draw the 
meter out of the water or to the surface for reading the register, an 
electric register is used. This is connected with the beveled gearing 
l)y an insulated wire as shown ; it can be kept close to the observer 
in a boat or on land as most convenient. 

The meter is attached to a metallic rod, which is graduated to feet 
and tenths, the zero of the graduations being at the bottom of the 
meter frame. 

When in use the meter must be held in the water with the wheel 
facing the current which causes it to rotate. The handle must 
be maintained in a vertical position and the face of the wheel must 
be perpendicular to the stream lines so as to obtain the full force of 
the current. When the instrument is in position and in readiness 
for a measurement, the observer, after noting the reading on the 
dial of the register, warns his assistant, who should be provided with 
a stop watch, that he is ready. At the instant the observer pulls the 
string that releases the revolving mechanism, he calls out "start" 
to the assistant, who immediately starts his stop watch. When the 
observation is ended he calls out '*stop" to the assistant, who im- 
mediately stops the watch and then notes the exact period of time 
that has elapsed, also the number of revolutions of the wheel, as 
shown by the dial. In the author's practice he has found that 
the best way to obtain simultaneous action of both observer and 
assistant in the matter of starting and stopping the meter and the 
stop watch, is for the assistant to closely watch the motion of the 
observer's hand holding the cord, starting and stopping his watch at 
the instant the cord is pulled. 

The Fteley meter, as described, is well adapted for work in 
small, shallow streams, on account of its lightness, simplicity and 
ease of handling. The author has made extensive use of this type 
of meter, with satisfactory results, in small streams that were not 
too deep for wading. On account of its form this meter can be 
held very close to the bottom of a stream, thus obtaining velocities 
at points not fully accessible for other types of meters. It is, how- 
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Fig. 68. Price Electric Current Meter, with Buzzers. 

ever, not well adapted for observations in deep water, especially 
where the current is of appreciable force. In such cases the Price 
meter is an excellent type of instrument to use. 
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The Price Current Meter, This is a different type of meter from 
that just described, as will be seen by observing Figure 68, in which 
is shown a photograph of two Price meters with their equipment. 
Two forms of this meter are made. One form is provided with an 
electric registering apparatus, similar to that described for the 
Fteley meter. The other form has an arrangement by which the 
revolutions of the meter wheel can be detected by sound ; this form 
is called an ax:oustic meter. 

The Price acoustic meter is extensively used in the hydrographic 
observations of the United States Geological Survey. The following 
description, together with accompanying illustrations, have been 
abstracted from Water Supply and Irrigation Papers issued by the 
Survey. 

The meter consists of a wheel, containing five conical cups, rota- 
ting about a vertical axis, which is connected by a copper wire cable 
to a small battery buzzer, and is so arranged as to make and break 
contact with each revolution of the wheel; this is indicated by a 
peculiar sound called a buzz. In Figure 68 is shown two sizes of 
Price acoustic meter as used by the Division of Hydrography of 
the United States Geological Survey. The manufacturers now 
make only one size of this meter which is adapted for both deep 
and shallow water. 

When in use in deep water the meter is suspended by a double 
conductor cable of No. 14 or No. 16 flexible copper wire, heavily 
insulated. Wire of that size is of sufficient strength to hold the 
meter and the weights, and it obviates the necessity of additional 
rope for suspending the equipment. 

Construction of Meter, In Figure 69 is shown a cross-section of 
a small Price current meter, showing details of construction. Ref- 
erence will be made to this figure in the following explanation. The 
cable for holding the meter is attached thereto with a spring snap 
hooked into the circular end of the trunnion. The heavy copper 
wires are connected with the two meter binding posts by smaller 
and more flexible wires ; one wire is threaded through a metal loop 
on the yoke as shown. These wires should be flexible and loose 
to allow the meter to swing free in the metal frame when it is in 
use. The meter is supported in the trunnion as shown, and is free 
to swing in a vertical plane. The vertical axis or cup shaft ter- 
minates at the lower end in an inverted cone, which bears or turns 
on a cone-shaped point called the point bearing. This is the most 
delicate part of the meter and should be given the greatest care, since 
it is made of highly tempered steel and is liable to be fractured or 
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broken. In order to protect the point bearing during shipping or 
carrying the meter, a milled sleeve is provided, which is threaded on 
the inside and screws up or down on the plug at the extension of the 
lower end of the cup shaft. After the meter has been used, and 
before placing it in the wooden case, the milled sleeve should be 
screwed down until it bears on the top of the plug and raises the 
cups and cup shaft clear of the point bearing, thus protecting it 
from possible injury. When preparing to make a measurement with 
the meter the milled sleeve should be screwed up on the cup shaft 
as far as it will go, so as to be absolutely certain that the cups are 
turning on the point bearing, and are working with the least possible 
friction. This sleeve is milled for adjustment with the fingers and 
not with a wrench or pliers. 



Section A- A 
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Fig. 69. Cross Sections of Small Price Electric Current Meter, 
showing Details. 

Section A-A, Figure 69, shows the construction of the binding 
post and contact spring of the meter. A flexible, well-insulated 
copper wire (No. 20 or smaller) is drawn through the metal loop 
of the yoke ; the end of the wire, free from insulation, is thrust into 
the metal binding post and secured by the small set screw. This 
metal binding post terminates in a slender platinum spring, which 
extends through the hard rubber nipple into the contact chamber. 
The upper end of the cup shaft terminates in the contact chambei 
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with an oval-shaped eccentric, which makes a contact with the spring 
at each revolution of the meter wheel. This contact can be pro- 
longed or shortened by bending the point of the contact spring in the 
contact chamber in the desired direction. The oval-shaped eccentric 
end of the cup shaft is detachable and can be removed by taking off 
the cap, holding the cups firmly, and applying a screw driver to the 
small slotted head. 

The insulating nipple is made of hard rubber, and is likely to 
break if the binding post receives a sharp blow. Before removing 
or replacing the binding post, the eccentric-shaped top of the cup 
shaft should be taken out. If this is neglected the contact spring 
will be destroyed by the turning of the binding post. 

In charging the battery cell used with the electric buzzer, fur- 
nished with the current meter, one-half teaspoonful of bisulphate of 
mercury is sufficient. Fill the cell with water and insert the zinc 
pole with the rubber stopper attached. When putting the battery 
cell in the leather case, care must be taken to have the small plat- 
inum point on the lower end of the cell and the screw head of the 
rubber stopper make perfect contact with the copper plates. If the 
buzzer makes but a faint, clicking sound instead of a buzz, the metal 
cap covering the buzzer should be removed, and the small, upright 
brass point adjusted with a knife blade by bending until the armatura 
produces the desired sound. The liquid should not be allowed to 
remain in the battery overnight, as it would generate gas and pro- 
duce pressure sufficient to cause the cell to leak at the rubber stopper, 
and the solution escaping, would destroy the leather of the case and 
the brass parts of the buzzer. 

^ ' ^ rll 

ll ^<.. ^ ' I 1| ^-^^^ lea^ Wfer^A/s 



Fig. 70. Weights and Weight Vane of Small Price Electric Current Meter. 
In Figure 70 there are shown the form of weights and weight 
vane that are used with this type of meter in deep streams for hold- 
ing it in position. The lead weights are attached to the lower end of 
the trunnion by means of a detachable weight stem, to hold the 
meter steady in moving water; the higher the velocity of the cur- 
rent the greater the weight required to be used. 
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The weight vane should be attached to the weights at all times 
when the meter is suspended from a cable. When gaging small or 
shallow streams it may be necessary to make the observations by 
wading. Under such circumstances it will be more convenient to 
dispense with the lead weights and attach the meter to a light rod 
or pole. 

When preparing to make discharge measureipents the battery cell 
of the buzzer is charged, and the meter is taken from its case and 
attached to a pole, or to a cable with weight stem and weight vane, 
according to whether the observations are to be made in shallow or 
deep water. 

After making a discharge measurement, or at the close of a day's 
work with the meter, the instrument should be carefully examined 
to detect possible injury, and freed from water, then carefully dried 
and packed in its case. The battery cell should be emptied, washed 
with water and packed up. The bearings of the cup shaft should 
be kept well oiled so that the cups will revolve freely and without 
friction. 

This style of meter, in which the revolutions of the wheel are 
indicated by sound, is especially adapted for use in ordinary sized 
streams and in currents of moderate velocity. It is quite exten- 
sively used in the hydrographic work of the United States Geological 
Survey, for stream measurements and in irrigation investigations. 
Each revolution of the wheel is indicated by a buzz, the observer 
being required to count the number of "buzzes" in a given period of 
time, usually 50 seconds. 

In cases where the current is quite swift, as at periods of high 
water, it is often quite difficult to count the revolutions of the meter, 
owing to the velocity of the current and the consequent rapidity 
of revolution. In such cases an electric register should be used to 
register the revolutions of the meter wheel. A 
good form of register is illustrated in Figure 71 ; 
this is actuated by a battery of three cells. The 
electric current is transmitted between the two 
poles of the battery through copper wires, which 
are attached to the meter in the same manner as 
shown in Figure 68. The electric register is en- 
closed in a brass case, showing three dials under Kg. 71. iiectnc Rajisur for 

• c T^ t 1 ^ 1 • f oountinir the reTolatioDs of 

a glass face. It has an electro-magnet which, theiettrwiioei. 

when the circuit is made, moves a lever, at tne end of which is a 
pawl carrying forward a ratchet wheel one tooth at every contact 
of the current. The large dial counts each revolution up to one 
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hundred ; the small dial on the right counts one thousand revolutions 
by each hundred, and the small dial on the left counts ten thousand 
revolutions by each thousand, as indicated by the graduations. 

Use of Current Meter. 

The current meter may be used to determine the mean velocity of 
a stream in four ways, as follows: 

1. By making one measurement in a vertical section, at a depth 

corresponding to the approximate position of the filament of 
mean velocity. 

2. By making observations at several points in a vertical and de- 

ducing the mean velocity therefrom. 

3. By the integration method. 

4. By point measurements, made at regular intervals throughout 

the cross-section. 

These several methods will be discussed and explained. 

Unit Measurements. Ordinarily when this method is used, the 
cross-section of the stream is divided into a convenient number of 
sections and a meter observation is made in each section, at a point 
that is estimated to be the point of mean velocity for the section. In 
making measurements of small rivers, it has been the custom of the 
hydrographic division of the United States Geological Survey to 
divide the cross-section of the stream into sections of regular width, 
say five or ten feet, and to determine the mean velocity in each sec- 
tion by holding the meter at a point six-tenths of the total depth 
of the section below the surface, and midway between the two sides 
of the section. 

As the result of numerous experiments by hydraulicians it is con- 
sidered that the point of mean velocity in a given vertical section 
is at a depth varying from six-tenths to two-thirds of the total depth 
of the section, measured from the surface down. The shape of the 
cross-section will usually exercise a considerable influence upon the 
location of the point of mean velocity. In the case of a wide, shal- 
low stream, observations at six-tenths of the depth give fair values- 
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Fig .72 . Wide and ShaWow Cross Section. 



for mean velocity. In a canal or flume, or in a narrow and deep 
natural channel, the observations for mean velocity should be taken 
at about 0.67 of the depth. Thus, in Figure 72, which shows the 
cross-section of a wide shallow stream, the vertical dotted lines rep- 
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resent the boundaries of adjacent sections; the current observation 
for each section is taken on the vertical in the middle of the section, 
and at 0.6 of the distance from the top, as indicated by the small 
circles. In Figure 73 is shown the cross-section of a canal which' 
is narrow and deep. In this case the observations are made in 
each section at 0.67 of the depth, as indicated by the small circles. 
This method of determining mean velocities is adapted for use 
only in cases where extreme accuracy is not required, but where a 
rapid and fairly accurate method of stream measurement is wanted. 



Fiq.73. Narrow and Deep Cro5S Section. 

It is a good method for general use. There are two variations of the 
method just described of unit measurements in a section. These 
are : a, observations at mid-depth, and b, observations at or near the 
surface. 

Mid-depth Observations. In this method the meter is held in the 
center of each section and' the observed velocity is multiplied by a 
coefficient to obtain the mean velocity. The coefficient commonly 
used is 0.95 ; this will vary, however, according to the depth of 
water and the nature of the bottom. As the result of many observa- 
tions in the flow of rivers by different observers, it has been found 
that for large rivers with smooth beds, a coefficient of 0.98 may be 
required, while for small streams, with comparatively rough beds, 
a coefficient of 0.94 is applicable to mid-depth observations. In 
view of the variation in value of the coefficient it is somewhat better 
to measure the velocity at the ooint of mean velocitv than to measure 
the velocity at mean depth and apply a coefficient. 

Surface Observations. In many cases it is not practicable to make 
meter observations of velocity in a stream except at or near the sur- 
face. This is true where the velocity is very great, as in the case 
of rapids, or during the flood stage of a stream, when it is impossible 
to lower the current meter properly in the water or to maintain its 
position at a desired depth. In such cases it is customary to meas- 
ure the surface velocity and to deduce the mean velocity therefrom 
by applying a coefficient. In the case of ordinary streams, with 
depths of from one to five feet, it will generally be sufficiently 
accurate to take 0.9 of the surface velocity, or of the velocity indi- 
cated by the current meter just below the surface, to represent the 
mean velocity of the section. 
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Multiple Measurements. 
When observations are made at several points, properly spaced, 
in a vertical the mean of these observations will give, approximately, 
the mean velocity of the section in which they are made. The result 
will be more or less exact according to the number of observations 
made. Usually it will be sufficiently exact to make these observa- 
tions in each vertical: at the top, middle and bottom respectively. 
The mean of the three velocities will be the mean velocity of the 
section. This practice, however, is not recommended when close 
results are wanted. 

Method by Integration. 

A rapid and effective method of determining the mean current 
velocity in a section is to move the meter uniformly in a vertical from 
top to bottom, then back to the surface; repeating the operation 
as often as desired. In this way the velocities are integrated me- 
chanically, and the mean velocity can be computed by noting the 
time and the number of the up and down movements made. 

Since the resulting velocity in a given section will be affected by 
the vertical motion of the meter, care should be taken that the motion 
be uniform and sufficiently slow to prevent the introduction of errors 
from this cause. As a result of experiments made by Mr. F. P. 
Stearns, it has been found that in moving a Fteley meter vertically 
at a velocity not exceeding 5 per cent, of the velocity of the current, 
no material errors are introduced. 

The construction of the meter used should always be taken into 

account in considering or allowing for errors of this kind. Thus, 

in the use of a Fteley meter a too rapid vertical motion causes a 

decrease in the velocity indicated, while with the Price meter the 

results will be too large. In case it is required to make allowance 

for errors due to up and down motion, in order to secure exact 

results, the meter should be tested by moving it vertically through 

still water and noting the effect. 

A method involving the in- 

s5i^ X v'^- ^'"v>^^''^ tegration of the entire cross- 

^ </j^^^J>^ section of a stream, which 

has been used with satisfac- 

FiO|74.Methodi of Measurement by Integration. tory results by the autbor, IS 

as follows: The meter is 
started at one bank and is moved across the stream obliquely, down 
and up alternately, at an angle of about 45 degrees to the horizontal. 
This method is illustrated in Figure 74, which represents a cross- 
section of a stream, and in which the dotted line shows the path of 
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the meter across the stream ; the arrow heads show the directions in 
which the meter is moved. 

In making a run or observation with a meter, the stop watch is 
started as the gaging begins and the number of times the meter 
crosses the stream, as well as the time required to move from bank 
to bank, is recorded. Where the depth of the water in the section 
varies greatly, it may be advisable to record also the number of times 
the meter is lowered and raised. It is generally sufficient to cross 
the stream twice. 

This method can be used to advantage where provision has been 
made for x:rossing the channel of the stream easily, and where the 
meter can easily be raised and lowered, in the section. This may be 
impossible if the current is too swift, or if the stage or platform on 
which the observer stands is too high above the water, or if the 
water is too deep. It possesses considerable advantage over other 
methods of current meter observations in the speed with which the 
gaging can be made, permitting no change in the discharge while 
the work is going on. In the author's practice this method has been 
found particularly applicable for streams not too deep for wading; 
also on flumes where the depth is uniform and a plank can be thrown 
across upon which to stand. It is also suitable for use in a canal, 
where the observer stands in a boat, working the meter, while an 
assistant pulls the boat from bank to bank by a rope stretched across 
the canal. 
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CHAPTER II. 

Methods of Field Work — Rating Current Meters — Reduction 
OF Observations — Rating Table — Formula for Dis- 
charge, Methods andComputationof Discharge — ^Weir 
Measurements — Measurement of Head — Conditions for 
Accuracy — Discharge Table and Conditions — The 
Wetted Perimeter---Coefficient of Roughness — Irriga- 
tion Canals — Flow of Water in Open Channels — 
Velocity Curves — Coefficient of Reduction — Sediment 
Observations. 

Methods of Field Work. 

The field operations necessary in the measurement of stream flow 
by current meter comprise two successive steps, as follows : 

I. Laying out a sounding range and measuring the cross-section 
of the stream thereon. 2. Observations of velocity. 

Sounding Range, When a current meter is used to determine 
velocity in a given stream a suitable location is selected for a dis- 
charge station, as in the case of the float observations. For meter ob- 
servations, however, no base line is necessary and only one cross- 
section is required. This should be as nearly as possible a typical 
section of the stream ; it should be located where the flow is regular 
and free from natural or artificial obstruction. The water gage 
should be set so that no minus readings will occur, the zero being 
placed one or two feet below the lowest known stage of the water. 
A bench mark should be established to which the zero of the gage is 
referred; it should be located at some convenient point above high- 
water mark. 

The range having been established, soundings are made at suitable 
intervals along it. The first sounding should be at the edge of the 
water, its depth beinsr recorded as zero and its distance from the 
initial point on the range also recorded. For streams of ordinary 
size soundings are usually made every 10 or 20 feet; for small 
streams the interval between soundings is about 5 feet. 

Velocity Observations, In a case where the depth of the water is 
not too great, the observations are made by wading. In some cases 
where the channel is narrow, a plank or footway is laid from bank to 
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Fig. 75. Measuring Velocity of Water from Suspended Platform. 
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bank upon which the observer stands while making the observations. 
When there is a bridge conveniently and suitably located, the dis- 
charge station may be located directly beneath it and observations 
made from the bridge. Where streams are deep it will be necessary 
to use a boat. 

Where a permanent discharge station is required, the arrangement 
shown in Figure 75 will often be found suitable. This consists of 
a wire cable stretched securely across the stream, and carrying a 
movable platform, upon which the hydrographer and his assistant 
are stationed while making observations. The illustration represents 
one of the river gaging stations of the United States Geological 
Survey. The hydrographer holds in one hand his watch while with 
the other hand he holds to his ear a buzzer to indicate the number 
of revolutions of the meter wheel during a unit of time. The assis- 
tant holds the meter in the water in the required position during 
the observations. Where the revolutions are counted in this manner 
each observation is usually for a period of 50 seconds. Where point 
measurements are made it is customary to make two observations 
of 50 seconds each at a point, and if these do not all agree, to make 
a third and a fourth, if necessary, continuing until they are satisfac- 
tory. If these observations appear to have nearly equal value the 
average of all is taken; if one or more are of doubtful value the 
doubtful ones are rejected. 

In cases where a recording register is used with a meter the 
reading of the dial is noted before and after each observation; the 
difference between the two readings indicates the number of the 
meter wheel's revolutions for that observation. The number of 
seconds required for each observation is also noted ; the number of 
revolutions divided by the number of seconds gives the revolutions 
per second of time. 

Rating Current Meters. 

When a current meter is used to determine the current velocity 
in a given stream, the observed results show ihe number of revolu- 
tions of the meter wheel during a given number of seconds. In 
order to determine the velocity of the current in feet per second 
from a meter observation it is necessary to know the ratio between 
the revolutions per second of the meter wheel and the velocity of the 
current turning the wheel in feet per second. The individual action 
of each instrument used must be noted, since it has been found that 
there is a noticeable difference in the operation of different current 
meters, even when made from the same patterns and at the same 
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time. The operation of determining the ratio between the observed 
results for a current meter is called rating the meter. 

The usual method of rating a meter is by running it through still 
water, the assumption being that the same relation will hold be- 
tween the turns of the wheel when running through still water as 
when held in one position in flowing water. 

The United States Geological Survey maintains two rating sta- 
tions for current meters, one at Chevy Chase, Maryland, and one at 
Los Angeles, California. The apparatus used at Chevy Chase con 
sists of a platform, about 200 feet in length, built along the edge of 
a small, deep pond, the waters of which are comparatively stagnant. 
On the outer edge of this platform is a track laid with light, iron 
rails, on which is placed an ordinary mine car or truck, with an out- 
rigger, so that the meter can be held vertically over the water, and 
immersed to the required depth. On the platform a measured 
course of 100 feet is laid off, and the car is pushed by hand, care 
being taken to pass over every 10 or 20 feet in a given number of 
seconds so that the same velocity can be maintained from start to 
finish. 

The device used at Los Angeles consists of a cement-lined trough 
containing water. Above this, and parallel to its length, is stretched 
an iron cable, suitably supported, on which is a trolley frame with 
two wheels, by means of which the meter is supported beneath the 
surface of the water. The meter is propelled through the water over 
a measured course, usually one hundred feet long, for twenty or 
more times in succession, at different rates of speed, the speed 
varying from less than 0.5 of a foot per second to about 6 or 8 feet 
per second, or even more; the number of revolutions per hundred 
feet and the number of seconds required to make the run are noted 
for each run. 

In ordinary practice such elaborate equipment is not available 
and meter rating is usually conducted from a small row boat or 
skiff. 

Method of Rating. Before rating a meter it is a good plan to 
cause the meter wheel to revolve by hand, counting the number of 
revolutions or the number of seconds during which it will revolve 
before stopping, in this manner ascertaining in a general way the 
condition of the bearings as regards friction. The bearings should 
at all times be kept well oiled in order to make the friction as nearly 
uniform as possible. 

The field notes are reported in a notebook having sufficient space 
to enter the results of the computations, thus making a complete 
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record for each rating. A good form of notes is shown in Table 
No. I, in which the field observations are given in the three left-hand 
columns; the reductions are in the remaining columns. The notes 
also show the date, the locality, the motion, if any, of the water, the 
force and direction of the wind, the length of the course in feet, and 
such other information as is necessary. The observer should note 
when the meter was last rated the amount of use it has had since 
that time, and the condition of the meter at the time of rating. He 
should also note the time required for the wheel to come to rest 
when turned briskly by hand. 

The meter, when in place for rating, should be held in position, 
immersed to a sufficient depth in front of the boat, which is moved 
through the water at a uniform speed for each observation. 

In Figure 76 is shown a good arrangement for attaching a meter 




Fig. 76. Method of attaching Current Meter to Boat for Rating 

to a boat for rating. The water should be not less than 5 feet deep 
and the meter should be immersed at least 2 feet. A course 100 
feet long is measured off, the extremities being marked by range 
stakes, so that the observer can note the exact instant of passing 
each range. 

The boat is pulled over the course by assistants on the bank, by 
means of a light line or rope attached to the bow; a boatman in 
the boat steers it by means of oars, keeping it from running into the 
bank. The boat is started before reaching the course so as to acquire 
the desired rate of speed before passing the first range. It is run 
over the course a sufficient number of times, at different velocities, 
varying from J/2 foot per second to about 8 feet per second. The 
observer, at the instant of passing the first range, starts his stop- 
watch and the registering device of the meter, and stops them at the 
instant of passing the second range. 

Example. In order to explain in detail the operation of rating a 
current meter, an example taken from actual practice will be given. 
In this case the meter was held in position in front of a boat, while 
the boat was run over a measured course in the manner that has been 
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described. The speed was varied for each run, the results being 
noted and tabulated as shown in Table No. i. The field notes, com- 
prising the number of each observation, the number of revolutions 
of the meter wheel, and the time in seconds required to pass over the 
course, are entered in the order given, in the three left-hand columns, 
shown in Table No. i. 

Reduction of Observations. 

Graphic Method. In order to determine graphically the relation 
between the number of revolutions of the meter wheel and the 
velocity of its motion through the water, for the series of observa- 
tions, a diagram should be drawn to scale as follows : The observed 
values are platted on cross-sec- 
tion paper, by co-ordinates, tak- 
ing the number of revolutions 
per second as abscissas, repre- 
sented by the symbol x, and the 
velocities in feet per second as 
ordinates, represented by the 
symbol y. Such a diagram is 
shown in Figure yy, in which 
the observed values in Table 
No. 2 are platted, their positions 
being designated by small cir- 
cles. It will be observed that 
they all fall nearly in a straight 
line ; such a line is called a rat- 
ing curve. It is assumed that 
this line will pass through a 
point representing the mean of 
the observed values of x and y; 
this point is located and a line 
passing through it and swung 
so as to average the other 
points, is drawn for the rating 
curve. 

If all the observations for de- ^^^^^ 
tcrmining velocities were entire- 
ly without error, and if there 

X • 4.- • au t. Ftq.T7.Hafinq Curve for Current Me^er. 

were no friction in the bearings ^ ^ 

of the wheel, all of the platted values of the several observations 
would lie in a straight line, passing through the origin of co- 




Horixorttal Scale, Bt^p^. 
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ordinates. It is evident, however, that on account of the resistance 
due to friction, some velocity of current will be required to start 
the meter wheel to revolve from a state of rest. This velocity, however 
small, is appreciable, and must be taken into account in rating a 
meter. It is expressed in the rating equation by the constant b, and 
is shown on the diagram by the distance from the origin of co- 
ordinates to the point of intersection of the rating curve with the 
axis of ordinates. At this point the number of revolutions per 
second is zero, and the velocity of the current is some appreciable 
value, which is characteristic for each meter and is usually consid- 
ered a constant. 

The rating curve having been drawn in accordance with the ob- 
served values, any intermediate value, within the limits of observa- 
tion, can be interpolated on the curve, by observation or by measur- 
ing with a scale. 

Analytical Method. The rating curve for a current meter can be 
expressed by the equation : 

y = ax + b, (i) 

in which b is the distance from the origin of co-ordinates to the 
point of intersection of the curve with the axis of ordinates, rep- 
resenting frictional resistance; and a is the tangent of the angle 
made by the rating curve with the axis of abscissas. The values of 
a and b could be derived from any two observations at different 
speeds, but, in order to find the best and most probable values for 
them a great many observations are usually made in practice. 

In making computations to determine probable values for a and 
b from a series of observations, the observed values of x and y are 
tabulated and a and b are determined analytically. 

A good method to use for such determination is that given in 
'Theory and Practice of Surveying," by the late Prof. J. B. Johnson 
This method will be explained in detail by applying it to a rating 
operation made in actual practice. In the case under considera- 
tion the results of a series of fifteen observations are shown in Table 
No. I in the three left-hand columns, which show the numbers of 
the observations and the observed values of x and y. From this 
table the mean values of x and y, which are respectively Xo and yo, 
are derived as shown. 

Equation ( i ) can be written : ax -f- b — y = o. Every observa- 
tion equation may be written in this form, using corresponding 
observed values for x and y. Designating the successive observed 
values of x and y by corresponding subscripts, the successive ob- 
servation equations are written: 

axi-l-b— yi = vi; ax2-|-b — y2 = V2; axis+b — yis=vis (2) 
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Since b enters alike into all of them it is evident that these equa- 
tions are of equal value for determining b. Since the most probable 
value of a numerously observed quantity is the properly weighted 
arithmetical mean, and since in this case the equations or observa- 
tions have equal weight for determining fc, we can form from the 
given series of equations a single standard or normal equation which 
will be the arithmetical mean of the observed equations. Make this 
equation equal to zero and use for finding the value of 6. Calling 
Xo and yo the mean of all the observed values of x and y, we obtain, 
by adding all the equations together and dividing by their number : 

axo + b — yo = o .*. b = yo — axo. (3) 

Substituting this value of b in equation (2) we have: 

a(xi— Xo) — (yi — yo) = Vi 
a(x2— Xo) — (y2— Yo) - V2 

a(xis— Xo) — (yis— yo) = Vis (4) 

There is only one unknown quantity involved in this series of 
equations, but they are evidently not of equal weight in determining 
this unknown quantity a, since its coefficients are different. The 
relative value of these equations for determining a is in direct pro- 
portion to the sizes of these coefficients in the respective equations. 
They should all be weighted in proportion to the values of these co- 
efficients; a convenient way to do this is to multiply each equation 
through entire by the corresponding coefficient. The resulting mul- 
tiplied equations then have equal weight and may be added together 
to produce another normal equation for finding a. In this case the 
resulting equation is : 

[(x-xo)^a- [(x-xo) (y-yo)] =0. (S) 

In this equation the sign of summation is indicated by brackets 
thus: [ ]. If this equation had been divided by the number of obser- 
vations, 15, it would not have been changed so far as the value of a 
is concerned. The mean or most probable value of a can be found 
from equation (5). Substituting the values found in Table No. i 
and reducing, we have: a = 3.711. The mean value of b is found 
from equation (3) to be: b = yo — axo. Substituting the values of 
Xo and yo given in Table No. 2, and the value of a just found, we 
have: b = 4.739— (3.71 1 + 1.23) =0.174. 

Then for the meter under consideration equation ( i ) becomes : 

y = 37ii +0.174, 

which is the equation for rating. 
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TABLE No. 2. 

RATING TABLE FOR FTELEY METER, 

Buff & Berger, No. 1017. 

J. McNeal, Computer, July 20, 1900. 



Revolutions 
per Second 


VeloclHes 

in Feet 

per Second 


Revolations 
per Second 


Velocities 

in Feet 
per Second 


Revolutions 
per Second 


Velocities 

in Feet 

per Second 


0.00 


0.109 


0.72 


2.819 


1.44 


5.529 


0.02 


0.184 


0.74 


2.894 


1.46 


5.604 


0.04 


0.260 


0.76 


2.969 


1.48 


5.679 


0.06 


0.335 


0.78 


3.044 


1.50 


5.755 


0.08 


0.410 


0.80 


3.120 


1.52 


5.830 


0.10 


0.485 


0.82 


3.195 


1.54 


5.906 


0.12 


0.561 


0.84 


3.271 


1.56 


5.981 


0.14 


0.636 


0.86 


3.345 


1.58 


6.056 


0.16 


0.711 


0.88 


3.421 


1.60 


6.131 


0.18 


0.787 


0.90 


3.497 


1.62 


6.207 


0.20 


0.862 


0.92 


3.572 


1.64 


6.282 


0.22 


0.937 


0.94 


3.647 


1.66 


6.357 


0.24 


1.012 


0.96 


3.722 


1.68 


6.433 


0.26 


1.088 


0.98 


3.798 


1.70 


6.508 


0.28 


1.163 


1.00 


3.873 


1.72 


6.583 


0.30 


1.238 


1.02 


3.948 


1.74 


6.658 


0.32 


1.313 


1.04 


4.024 


1.76 


6.734 


• 0.34 


1.389 


1.06 


4.099 


1.78 


6.809 


0.36 


1.464 


1.08 


4.174 


1.80 


6.884 


0.38 


1.539 


1.10 


4.249 


1.82 


6.759 


0.40 


1.715 


1.12 


4.325 


1.84 


6.835 


0.42 


1.690 


1.14 


4.400 


1.86 


7.110 


0.44 


1.765 


1.16 


4.475 


1.88 


7.185 


0.46 


1.840 


1.18 


4.551 


1.90 


7.260 


0.48 


1.916 


1.20 


4.626 


1.92 


7.336 


0.50 


1.991 


1.22 


4.701 


1.94 


7.411 


0.52 


2.066 


1.24 


4.776 


1.96 


7.486 


0.54 


2.142 


1.26 


4.852 


1.98 


7.561 


0.56 


2.217 


1.28 


4.927 


2.00 


7.637 


0.58 


2,292 


1.30 


5.002 


2.02 


7.712 


0.60 


2.367 


1.32 


5.077 


2.04 


7.787 


0.62 


2.443 


1.34 


5.153 


2.06 


7.862 


0.64 


' 2.518 


1.36 


5.228 


2.08 


7.937 


0.66 


2.593 


1.38 


5.303 


2.10 


8.002 


0.68 


2.769 


1.40 


5.379 


2.12 




0.70 


2.744 


1.42 


5.454 


2.14 
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Rating Table. 

The algebraic expression given above is not convenient for rapid 
use in the field and should therefore be transformed into numerical 
terms suitable for determining the relation between observed values 
within the limits of probable current velocities. This is best done 
by constructing a rating table for the meter, giving directly the 
velocity per second of the current in terms of revolutions of the 
wheel. Such a table, if carried out sufficiently far, does away with 
all multiplication in the field notes, the values being taken directly 
from the table. 

In Table No. 2 is shown a rating table for the meter that was 
used in the series of observations recorded in Table No. i. Cor- 
responding velocities in feet per second are shown for every two- 
hundredth part of a revolution per second, from a state of rest, to 
the highest observed value. For smaller fractions of a second than 
those given in the table the corresponding velocities are found by 
interpolation. 

By the use of a rating table much tedious calculation is avoided 
since, for any observed rate of velocity of revolution, the correspond- 
ing velocity of current, in feet per second, can be found in the table. 
A rating table for a given meter is generally found to be fairly 
constant until the meter becomes injured, or the friction noticeably 
increases by the wearing away of the more delicate parts of the 
bearings. 

It is a good plan to occasionally test the friction of the bearings 
of a meter by giving the wheel a smart turn with the hand and 
noting the length of time it will run before stopping. The time 
will of course become shorter as the friction of the bearings in- 
creases. 

Reduction of Discharge Measurements. 

In computing the discharge of a stream, in which the current 
velocities have been determined by means of floats or by current 
meter observations, the cross-section of the stream is divided into 
sections and the mean velocity of each section ascertained by obser- 
vations, as previously described. The area of each section is ob- 
tained by multiplying the width by the mean depth. The discharge 
is the product of the area by the mean velocity of the given section. 
The discharge of the stream or of the entire cross-section is the sum 
of the partial discharges. 

Formula for Discharge. 

The discharge of a stream or of a section of a stream may be 
expressed by formula as follows: Q = av (I), in which Q is the 
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quantity of water discharged in a given unit of time; a is the area 
of the section in square feet ; and v is the velocity of the current, 
expressed in feet per unit. This is the fundamental formula for the 
discharge of any given section of a stream. It is equally applicable 
for expressing the entire discharge of a stream when suitable values 
are given to the factors of the equation. Generally, in computing 
discharge of streams, the symbol Q, designating quantity, is ex- 
pressed in cubic feet of water per second of time. In such a case 
the symbol a, designating area, is expressed in square feet; and 
the symbol v, designating velocity, is expressed in lineal feet per 
second. 

Discharge by Floats. 

An example, showing the method of computing stream discharge 
when floats are used to determine current velocities, is given here. 

Referring to Figure 63 let a and b represent the platted cross- 
sections on two sounding ranges, at the upper and lower extremities 
respectively of a measured base line for a given discharge station, as 
A-B, Figure 62. The dimensions of the respective sections are de- 
termined by measurement, as previously explained. In the present 
case the mean velocities in the respective sections were ascertained 
by rod floats. Since there is some variation in the dimensions of 
the two end cross-sections, a mean cross-section is interpolated for 
convenience in computation. 

This information is tabulated" as shown in the accompanying Table 
No. 3. The discharge of each section, shown in the last column, is 
easily determined by substituting the known values, a and v, in 
formula (I), and solving the equation to determine Q. The sum of 
the partial discharges is the total discharge of the stream. 

Discharge by Current Meter. 
When the current velocities in the several sections of a stream at 
a discharge station, are determined with a current meter, the work 
is done in one cross-section, as previously explained. In the ex- 
ample of computation of discharge measurements that will now be 
considered, the cross-section is divided into sections having a uni- 
form wMth of 10 feet, except the two end sections, which are not 
so wide. Depths are determined by soundings at the division points, 
also midway between them, where the meter observations are made. 
A plat of the cross-section is given in Figure 78, in which the di- 
vision lines of the sections are shown as full lines ; those midway of 
each section, where meter observations are made, are shown as 
dotted lines. 
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The mean velocity obtained in each vertical is assumed to repre- 
sent the mean velocity for a portion of the section on either side of 
the vertical, which is taken parallel to the course on the stream, and 




r\q78 MeasoY-emen-V o-f D\scharcje by Curren+ Meter-. 

extending half-way to the points of observation on either side, or to 
the limits of the section where the observation is made. 

The results of the several observations and the computations are 
entered in the observer's note book. A good form of notes is shown 
in Table No. 4, which contains the field notes of the gaging under 
discussion. 

In laying off a sounding range at a discharge station, some fixed 
point on the range should be selected for the zero point of all meas- 
urements on that range. In a case where subsequent measurements 
are to be made at different stages of the water, this point should be 
far enough up on the bank to be above high water. 

The first sounding should be at the edge of the water, and its dis- 
tance from the initial point should be entered in the note book, the 
depth being registered as zero. The last sounding should be at the 
further edge of the water ; its distance from the initial point should 
be noted and its depth should be recorded as zero, as in the case of 
the first sounding. The depths and the distances to the intermediate 
soundings are noted. The mean depth of each section is either taken 
as the depth of water -at the place where the meter is read, or else 
is obtained by adding the depths of water on either side, half-way to 
the next point of observation, adding to this twice the depth where 
the meter is run, and dividing the aggregate by four. This mean 
depth, in feet, multiplied by the width in feet, gives the area of the 
section in square feet. Depths are usually taken to the nearest tenth 
of a foot. 

In the sections of a stream nearest to the shore, special care should 
be taken in the observations, so as to get a true expression of the 
mean velocity of the water, applicable to the whole section. In many 
instances the current near the shore is sluggish, and often there are 
eddies or back currents at some stages of the water. Due allowance 
should be made for such factors in the computations, and also for 
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dead or still water. In some cases, in order to get a true expression 
of discharge of a stream, it may be advisable to leave out of the 
computations a portion of the cross-section near the shore, in which 
there is no perceptible current. In computing the average depths of 
the triangular sections at each end of the cross-section, the depth at 
the shore is taken as zero, this being added to the other depths, and 
the total divided by four, as in the case of a trapezoidal section. In 
determining the mean velocity of a triangular section, the meter is 
not held on the vertical half-way between the shore and the side of 
the adjacent section, as in the case of a trapezoidal section. The 
author's practice is to use a vertical about two-thirds of the distance 
from the shore to the side of the adjacent section. 

In making discharge computations it is not necessary in practice 
to carry them out to a degree of refinement not warranted by the 
exactness of the field measurements. Usually two places of decimals 
will express with sufficient exactness, both the observations and the 
results of stream measurements. Velocities should be given in feet 
and hundredths of a foot per second ; for uniformity, the gage read- 
ings may be expressed in hundredths of a foot, although it is cus- 
tomary to express them to the nearest five-hundredth of a foot. It is 
sufficiently exact to give the computed results of a discharge meas- 
urement to decimals of a foot per second; any closer statement 
would be useless refinement, not warranted by the degree of exact- 
ness with which the field work can be done. The field work should 
be conducted with great care, but on the other hand, the computa- 
tions in the office, while they should be accurately made, should not 
be carried out to a degree or refinement inconsistent with the original 
work. 

Computation of Discharge. 

In Figure 78 is shown the cross-section of a stream, platted from 
the notes given in Table No. 4. The vertical broken lines indicate 
the boundaries of adjacent sections, while the dotted lines show the 
verticals on which meter readings were taken ; the latter are midway 
between the sides in each trapezoidal section, and two-thirds of the 
distance from the shore to the side of the adjacent section in each 
triangular section. Soundings were made at these several points, as 
shown in the notes. In this case there were no eddies or still water 
next to the shore; the triangular sections were made shorter than 
the intermediate trapezoidal sections, but otherwise were treated in 
the same manner, in making the observations and in computing the 
results. 
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Referring to Table No. 4 it is seen that observations were taken 
at six-tenths of the depth below the surface in each vertical, thus 
obtaining the mean velocity of the section in one operation. 

The discharge in each section is obtained by multiplying together 
the area and the mean velocity; the total discharge is obtained by 
adding together the partial discharges. The mean velocity of the 
stream is found by dividing the total discharge by the area of the 
cross-section or by the sum of the areas of the several sections. 

In measurements of stream discharge by the use of a current 
meter, accuracy of results is merely relative as compared with other 
methods, that by the use of floats for iirstance. The measurement 
of flowing water in an open channel, can not usually be determined 
with absolute accuracy, since the quantities to be measured are not 
fixed but fluctuate considerably in a short period of time, often 
during the process of measurement. The elevation of the water 
surface is subject to the influence of pulsations, extending over in- 
tervals of from 30 to 50 seconds, and causing vertical oscillations of 
appreciable extent. The velocity of the current is liable to vary at 
diflferent points in the same section, and even at the same point 
during successive moments. Taking these facts into consideration, 
it IS evident that in the measurement of a stream, there is room for 
variation from absolute accuracy in results; this variation may be 
anywhere from 2 to 5 per cent, in the total. 

Weir Measurements. 

In some instances, in streams of moderate size, it is practicable to 
build weirs for gaging the flow. A weir is an obstruction, generally 
of timber, built across the channel of a stream, through or over 
which, the water is caused to flow, thus affording opportunity for 
convenient measurement. This is probably the most accurate method 
of measurement applicable to small streams. 

Weirs are of various forms, the shape varying according to local 
conditions and requirements. In some instances, even in streams of 
considerable size, where dams have been built for power purposes, 
such dams, if of proper form, may be used as weirs with good re- 
sults. A suitably constructed dam may consequently be considered 
as one general type of weir, while a specially constructed weir is the 
other general type. 

By observing the head on the weir, that is the height of water 
above the crest of the weir, computations of the discharge can be 
made. Such computations are made by the use of empirical for- 
mulas, which vary according to the type and form of weir used. 
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Mill Dams as Weirs. 

On a stream that is utilized for manufacturing purposes, where 
the flow is interrupted by backwater from dams, it is frequently very 
difficult to find a reach suitably located for a discharge station. In 
some instances, where the slope of the stream is considerable, a 
place suitable for meter measurements can be found just below a 
dam, where the current will not be affected by backwater. In such 
a place, however, the flow is subject to change, due to the opening 
or shutting of the gates regulating the supply of water to the mill 
wheels. 




Pig. 79. Masonry Dam at Holyoke, Mass., with 2 feet of Water on Crest. 



Under such conditions the method best suited for obtaining satis- 
factory measurements is by using a dam of suitable construction as 
a weir. Such a dam should be free from leakage ; it should have a 
level, even crest and a uniform cross-section, with sufficient storage 
of water above it to prevent too swift a current in the water just 
before reaching its crest. This current is called the velocity of ap- 
proach ; it will be referred to further on in the discussion. 

Masonry dams are generally better adapted for use as measuring 
weirs than dams built of timber, since the former are more likely to 
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be water-tight and to be smooth and level on top than the latter, 
which are liable to settle out of line and to become uneven on the 
crest. In many cases, however, well constructed timber dams are 
found that are adapted for accurate work. 

A good form of dam, suitable for use as a weir, is shown in Figure 
79, which is a photograph of a masonry dam at Holyoke, Mass. 
When a dam has been selected for use as a weir, a careful survey 
should be made to determine the crest line and the cross-section of 
dam. This information is important since the coefficient of flow 
varies according to the form of cross-section of the dam. 

Formulas for Discharge. 

Many experiments have been made to determine discharge for- 
mulas applicable to dams of various forms of cross-section. No 
single formula can be given that will be suitable for general use in 
computing the discharge over a dam. In making computations for 
discharge in such a case, it is customary to select some form of dam 
for which a formula or a coefficient has been derived by experiment, 
and which conforms most nearly to the form of dam upon which 
the measurement has been made. 

The formula which expresses in general terms the flow of water 
over a dam or weir is, in its simplest form : 

Q = C. L. Hi (1) 

in which Q is the volume of discharge in cubic feet per second ; L is 
the effective length of the crest in feet ; H is the depth in feet of 
water flowing over crest of dam ; C is a numerical coefficient, called 
the coefficient of discharge. 

The value of C may be written : C = 2/3 K y/^ = m V^g, in 
which g is the acceleration of gravity, say 32.2 feet per second; K 
and m are constants determined by experiment. Substituting these 
values for C, equation (I) may be written: 

Q=3KViiixLH = mLH>S5 (2) 

Then, in order to determine the discharge over a dam, its crest is 
measured and its effective length determined; also the dimensions 
of its cross-section, as previously stated. The head or depth of 
water H, above the crest of the dam, is not measured directly over 
the crest, because of the vertical contraction of the water there; it 
must be measured in quiet water, a few feet above the dam. This 
having been done, all the factors in the second term of the equation 
are known except the coefficient of discharge. As has been stated, 
this coefficient varies with the form of cross-section of the dam, 
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and must be derived from some dam of similar form, whose 
coefficient has been determined by experiment. 

In computing the discharge over the crest of a dam, the width of 
crest, slope, form of apron, etc., must be taken into account in 
selecting the value of the coefficient C, as has been stated. In a case 
where the profile of the dam is irregular, varying in height and 
shape at different places along the length of the dam, the crest 
should be divided into sections in such a manner that all correspond- 
ing points in a given section will be, as nearly as possible, at the 
same elevation. The discharge of each section is then computed 
separately, the aggregate being the total discharge over the dam. 

In some cases, where a dam has an irregular profile, for rough 
calculations., or computations of flood discharges, the average crest 
elevation is taken and the discharge calculated for the entire dam at 
one operation. This method gives results that are too small, since 
the discharge over the lower part of the crest is greater in propor- 
tion to the head than that over the higher portions of the crest. 

If a gaging is made on a dam when the mill gates are open, the 
water flowing through the gates must be measured and added to 
the quantity flowing over the dam in order to determine the total 
discharge of the stream. Usually the water flowing through the 
gates can be measured with the aid of a current meter as previously 
described. In case a turbine mill-wheel is used the discharge 
through the wheel can be determined directly from the rate of 
revolution of the wheel itself, or from the known rating of the 
turbine. 

Such a gaging as has been described, when carefully made, will 
afford fairly accurate results. When a dam is of good construction, 
without leakage, and with conditions favorable as to smoothness of 
crest and uniformity of flow, the results of a gaging thereon will 
often prove more satisfactory than a meter measurement made 
under unfavorable conditions. On the other hand, dams that are 
leaky, and that have ragged, uneven crests are unsuited for use as* 
weirs and measurements made on them will have little practical 
value. 

Measuring Weirs. 

Weirs constructed for the express purpose of gaging the flow of 
streams are in extensive use in the western part of the United 
States and in other countries where irrigation is practiced on a large 
scale. The measurement of stream discharge by the use of weirs is 
especially applicable in irrigation where water is usually conveyed 
in streams and canals of moderate size and where accurate measure- 
ments are required. 
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When a weir is built across a stream for the purpose of gaging 
the flow, it is generally intended either for permanent use or for a 
series of accurate measurements; it should, therefore, be located 
and built with a view to obtaining the best results in the way of 
accuracy. A weir should be located, as nearly as possible, with its 
face at right angles to the axis of the stream. The upper face 
should be vertical, and the crest of the opening or notch, over 
which the water flows, should be truly horizontal. The weir should 
be strongly built, with solid foundation and substantial bracing. The 
planking should be rigid, so as to prevent vibration of the frame- 
work or crest, and the sides and bottom should be properly joined 
to the surrounding material in order to avoid leakage under or 
around the weir. An apron or floor of planks should be placed on 
the lower side of the weir to receive the falling water and prevent 
undermining. 

There are in common use two gen- 
eral forms of weirs, as follows : 

a The rectangular weir, with an 
opening whose sides are vertical; 

h The trapezoidal weir, with an 
opening whose sides are inclined at a 
slope of one vertical to four hori- 
zontal. These will be discussed in 
order. 

For any form of measuring weir 
the horizontal edge of the opening or 
notch is called the crest of the weir. When a weir has no end con- 
tractions the x:rest only is made sharp, as shown in section in 
Figure 80. For a weir with end contractions the inner edges of 
the opening, both horizontal and vertical, should be made sharp, so 
that the water in passing through it touches only along a line. 

For ordinary work the edges of 
the planks in which the opening is 
cut, are chamfered off at an angle of 
about 45°, as shown in section in 
Figure 81. For accurate work, and 
in localities where the edges are sub- 
ject to abrasion by drift passing over 
the weir, the edges, both horizontal 
and vertical, should be made with a 
thin plate of iron, firmly attached, as ^ ^ .. ^ 
shown m section m Figure 82. 




f ig.80. Cross Section of WeV. 





•a 



-^t->^ 



■s. 



^IV' 



Fig.8l. 
Dei'aUs 



flg.82. 
Crest. 



METHODS OF FIELD WORK 



145 



Rectangular Weirs. 

The rectangular form of weir is the one which is ordinarily 
meant when the term weir is used, and will be so considered in this 
discussion. Rectangular weirs are of two kinds ; those without end 
contractions and those with end contractions. 

When a weir has its opening or notch extending entirely across 
the channel of a stream, so that the ends of the notch coincide with 
the sides of the channel, it is called a weir without end contrac- 
tions. Such a construction is shown in perspective in Figure 83, 
and in plan in Figure 84. 




m 



Fig. 83. View of Weir 
without End Contractioas. 



Fig.SA-. Plan of Weir 
w'thovjt End Contractions. 



When the opening in a weir extends only part way across the 
channel, as shown in perspective in Figure 85 and in plan in Figure 
86, the weir is evidently contracted at the ends, and is called a weir 
with end contractions. 




Fig.85. View of Weir 
with End Contractions. 



Fig. &6. Plan of Weir 
with End Contractions. 



The late J. B. Francis, as the result of a series of elaborate ex- 
periments and a thorough investigation of the flow of water over 
weirs, derived a formula for weir discharge, which is commonly 
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called the Francis formula. This formula, with suitable modifica- 
tions, adapted to the form of weir under consideration, is generally 
used in computing the flow of water over weirs. Both forms of 
rectangular v^eirs will be discussed separately, and the application 
of the discharge formula to each form of weir will be shown. 

Weirs Without End Contraction. 

When a weir has its crest extending entirely across a stream, 
there is no contraction in the sheet of water flowing over it, except 
at the top and bottom of the sheet; this is called the crest contrac- 
tion. The form of crest contraction is illustrated in Figure 80, in 
which the top and bottom contractions are shown at M C and at A 
respectively. In computing the discharge over a weir of this kind 
the crest contraction must be taken into account. 

It has been seen that the formula for computing the flow of water 
over a dam or weir, in which end contractions are not considered, is : 

Q=CLHi (1) 

in which C is the coefficient of discharge, the other factors having 
the significance previously explained. 

As has been previously stated, the coefficient of discharge varies 
according to the form of cross-section of the dam or weir. For a 
weir with a sharp crest, as in the case of a measuring weir, the 
formula derived from the Francis formula is : 

Q = 3.33LH2 (3) 

This formula is correct in cases where there is no velocity of 
approach, that is, where the water has no appreciable velocity just 
above the weir. In practice such a condition, for the form of weir 
under consideration, is never found, since water in flowing over a 
dam or weir, whose crest extends across the full width of the chan- 
nel, must necessarily have an appreciable current in order to pro- 
duce discharge. The formula just given must therefore be corrected 
for the velocity of approach before it can be applied to the x:om- 
putation of discharge over a weir without end concentrations. 

Velocity of Approach. 

The velocity of approach is the mean velocity with which the 
water flows through the channel leading to the weir, at the point 
where the head is measured. In a case where there is an appreciable 
velocity of approach in a stream above a weir, the surface of the 
water will have an appreciable slope for some distance above the 
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region of quiet water, 
— ^ ^"~""~^-^^^== ^ ^^^^^^^ ^ ^^^ ^^^* above the 

i: j^^^^^^^^^^ " weir. This is shown 

-.jL^^^T^^""^ on an exaggerated 

'"'^^' A scale in Figure 87, in 

1^ which H is the head 

m above the weir, meas- 

ured in quiet water, 
ng.87. Sec-hion on Ak,s of Stream. ^^^^^^j f^^^ ^^^^ ^^^ 

crest, and h is the velocity head or the head due to the slope. It is 
evident that the true head, producing the flow over the weir is 
H + h- This value must be substituted in formula (3) to obtain 
the correct discharge. In order to find h the velocity of approach 
must be determined. The determination of the velocity of approach 
in the current may be effected by the use of floats or by current 
meter, as previously described. It is customary, however, to deter- 
mine it by formula, in which case the following method may be used : 
Let V = the mean velocity of approach ; 

H = the head of water flowing over the weir, measured in 

quiet water; 
h == the velocity head ; 
Q = the approximate quantity of water flowing over the weir, 

= 3-33 LHi; 
A = the cross-sectional area of the channel just above the 
weir. 
Then from equation ( i ) , 

^ . Q 3.33 LH g tA\ 

Q=Av:v=-^ = ^ 2 (4) 

and, to find the velocity head, 

"-^-^ «> 

The value of h is found by substituting observed values in equations 
(4) and (5). Equation (3) then becomes: 

Q = 3.33 L (H + h)| (6) 

This is the simplest form of discharge formula for ^ weir with no 
end contractions, and one that will give fairly accurate results when 
applied to a weir constructed under proper conditions. 

Weirs with End Contractions. 

The most common form for rectangular weirs is that lii which the 
crest does not extend the full width of the channel, that is, where one 
or both ends of the opening are contracted. The effect of such con- 
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traction is to prevent or diminish the velocity of approach in the 
stream to such an extent that it will be inappreciable. When suit- 
able contraction is made, it will therefore obviate the necessity oi 
taking into account the velocity head h, thus, eliminating a trouble- . 
some factor from the discharge equation. The equation expressing 
discharge over a weir with end contractions will be the following 
modification of the simple form of the Francis formula : 

Q-3.33LiH^ (7) 

in which Li is the effective length of the crest. 

Effective Length of Crest. 

It is seen that in the formula just given, in place of L, denoting 
actual length of crest, the factor Li, denoting effective length of 
crest, is used. The effective length is not the same as the actual 
length of crest, as will be seen from the following explanation. 

The effect of end contractions in a weir is to diminish the area 
of cross-section of the stream passing through the weir, making its 
width less than the actual length of the crest of the weir. This is 
illustrated in Figure 86, in which L is the measured length of the 
crest and Li is the width of the stream issuing from the weir. It is 
seen that Li is shorter than the actual length L of the crest. In such 
a case L* is called the effective length of the weir; it is found by 
applying a correction to the measured length. For a weir with end 
contractions, the value of L in the discharge formula is, therefore, 
not the measured length of the crest but its effective length. 

Complete Contraction. 

The amount of contraction or of diminution in width of the 
issuing stream from a weir with end contractions, depends upon 
the relation between the distance from the sides of the opening to 
the parallel sides of the weir, also the depth of water above its 
crest. When this distance, as D, Figure 86, is about twice as great 
as the head H, there is practically no further change in the con- 
traction of the water with any increase in the distance D. In such a 
case the contraction is said to be complete. 

A weir is said 10 have one or two complete contractions accord- 
ing to whether one or both ends of the opening are contracted in 
the manner described. In some cases weirs are contracted midway 
of their length; there may be all degrees of contraction in weirs, 
from complete x:ontraction to no contraction. 

The amount of diminution in the width of the sheet of water 



METHODS OF FIELD WORK 1 49 

flowing over the crest, when the crest contraction is complete, in- 
creases with the depth over the crest, or the head H. In other 
words, the effective length of the crest decreases as the head in- 
creases. From experiment Mr. Francis found that the effect of 
complete contraction on a weir is to diminish the effective length of 
its crest by one-tenth of the head H for each contraction. This may 
be expressed by the following equation : 

Li = L — o.i nH. (8) 

in which n === the number of complete contractions, and the other 
factors have the same meanings as have been previously given. 
When there are two complete contractions, n = 2, and the equation 
becomes : L^ = L — 0.2 H. 

Substituting this value of L in equation (7) the formula for dis- 
charge becomes : 

Q = 3-33(L-o.2H)Hi (9) 

for a weir with two complete end contractions, where the velocity of 
approach is negligible. 

Where there is an appreciable velocity of approach, allowanxre must 
be made for it, as in the case of a weir without end contractions. 
This is done by substituting in the equation for discharge a value 
for H that has been determined from experiment as being suitable 
for the form of weir under consideration. 

The experiments made by Messrs. Fteley and Stearns indicate 
that in the case of a weir with two complete end contractions, proper 
allowance for velocity of approach is made by substituting H -\- 2.05 
h for H in the simple form of discharge formula. 

Trapezoidal Weir. 

It has been seen that, in the case of a rectangular weir with com- 
plete contractions, the effect of the contraction increases in propor- 
tion to the depth of water flowing over the weir crest. This has the 
effect of making the effective length of weir decrease with the 
height. It was in the effort to devise a form of weir, in which the 
effective length of crest is the same as the measured length for all 
depths, that the trapezoidal form of notch or opening was devised. 

The trapezoidal weir, which is also called the Cippoletti weir, 
from the name of its originator, Cesare Cippoletti, an Italian engi- 
neer, was designed to overcome by its form the effect of end con- 
traction on the discharge, and to make the discharge proportional to 
the measured length of crest, while using the simple form of dis- 
charge formula. 
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The fundamental idea of the trapezoidal weir is that ihe cross- 
sectional area of the stream of water flowing through it increases 
sufficiently with increase in depth to exactly balance the loss due to 
end contraction, thus allowing the use of the simple form of dis- 
charge formula, without requiring correction for end contraction. 

A trapezoidal weir 
'^^'J^W^^*^ >f^"^\^w\^^^^ has an opening whose 

sides, instead of being 
vertical, as in the case 
^mmmmmm\^^^^^^^^ ^^ ^ rectangular weir, 

Fig. 65. Form of Trapezoidal Weir. slope outward at an in- 

clination of one hori- 
zontal to four vertical. This form, which is illustrated in Figure 88, 
is equivalent to that of a rectangular weir with a triangle added at 
each end. The theory upon which this form of weir is based, which 
was derived from experiment and calculation, is that the flow- 
through the added triangles is sufficient to balance the loss due to 
end contractions. If this theory is true the discharge will be the 
same as that over a rectangular weir with the same length of crest, 
without end contractions, and with no appreciable velocity of ap- 
proach. In such a case the discharge formula would be the simple 
form of the Francis formula : Q = 3.33 L H ^ 

Cippoletti found, however, from experiment, that the coefficient 
used in the Francis formula should be increased about one per cent, 
in order to give correct results. This being done, the discharge 
formula for the trapezoidal weir is : Q = 3.367 L H (10) 

This is correct when there is no velocity of approach. In case 
there is an appreciable velocity of approach, the velocity head h, 
must be found and the correction applied, as in the case of a rec- 
tangular weir. 

Measurement of Head. 

In all weir measurements it is necessary to know accurately the 
depth of water over the crest of the weir ; this depth being expressed 
in the discharge formula by the symbol H. As previously stated, 
this depth or head must be measured in still water, usually at a 
distance of several feet upstream from the weir. 

In measuring the head care must be taken to avoid waves, ripples 
and other disturbances of the water surface ; also to provide against 
capillary attraction when using a rule or measuring rod to obtain a 
reading. 

For very accurate work, in which it is required to determine very 
closely the true level of the water surface, a hook gage should be 
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used. This consists of a long, graduated rod, provided at its foot 
with an upturned hook or point. It is arranged to slide vertically 
in a fixed support, to which is attached a vernier, indicating on a 
scale the height of the point. When the zero of the scale and of the 
vernier are together, the point of the hook gage should be under 
water and at the exact level of the weir crest. In order to find the 
depth of water over the crest the hook, which should previously be 
lowered below the water surface, is raised slowly until the point 
just reaches the surface. The reading of the vernier will then give 
the depth of water corresponding to the head H. When a hook 
gage is used the water level is usually taken in a vessel or side 
chamber, which communicates by a pipe or conduit with the main 
channel. The vessel, being protected from wind and other disturb- 
ing influences, the water contained therein has a calm, smooth 
surface, suitable for accurate observations. The use of the hook 
gage is not common in ordinary survey work, in which the field 
methods employed do not require such great refinement of obser- 
vation. It is especially adapted for use in hydraulic experiments 
and observations, and in the measurements where great accuracy is 
required, as in rating water wheels, turbines, etc. 

For ordinary work the following is a good method to use in de- 
termining the head : A post or stake is set in the water where it is 
quiet, at some convenient point, a few feet above the weir, so as to 
be easily accessible from shore. The top should be cut off square, 
and should be horizontal and at the exact level of the weir crest. 

The depth of water is measured with a graduated rod or rule, 
plaxred vertically on top of the post, the reading of the water surface 
on the side of the rule being carefully observed. 

A convenient method for obtaining an accurate reading of the 
water surface is described and illustrated in a booklet written in 
1898 by Mr. Robert C. Gemmell, State Engineer of Utah. In using 
this method a stake is set in the water, with its top at the level of 
the weir crest, as just described. On the top of the stake a car- 
penter's square is held in a vertical position in the manner illustrated 
in Figure 85 and shown in detail in Figure 89. A slide made of 

tin, with a sharp point on its 




\^ 



upper edge, is used to deter- 
mine the exact water surface, 
as shown. This form of slide 
is illustrated in Figure 90. In 
^'^d^^'^^o^. Rg50.0eta.i5afT.n5ikie. use it is placed on the square 

in such a manner that when 
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the square is held in a vertical position, the upper edge of the slide 
and the point are in the same horizontal line. The slide is lowered 
until it is well below the surface of the water; it is then gradually 
raised until the upper edge just reaches the surface, which is in- 
dicated by the appearance of a pimple on the surfate of the water, 
immediately over the point. 

Another method of measuring the head is by means of a glass 
water tube, set vertically at some convenient point below the weir, 
and graduated to feet and decimals, with its zero level with the crest 

1 of the weir. It is connected with still water above the weir by 
means of a pipe of suitable size and length. This device, however, 

: should not be used when there is danger from freezing. 

Conditions for Accuracy in Weir Measurement. 

The formulas given for weir discharge, as has been previously 
stated, are empirical, that is, they have been derived from ex- 
periment. Each formula will give results in practice that will be 
correct within about one per cent, when applied to the form of weir 
for which it is given, provided proper conditions are observed. 

The results obtained by the use of the formulas are exact, or 
nearly so, only so far as experimental knowledge goes; it is, there- 
fore, safe to apply a given formula, only within the limits of the 
experiments upon which it is based. 

From experimental investigations the following conditions have 
been found necessary in order to obtain accurate results : 

1. The channel leading to the weir, on the upstream side, should 
be straight and of constant cross-section, with its axis perpendicular 
to and passing through the middle of the weir; it should be of 
sufficient size and length for the water to flow with uniform velocity, 
without internal agitation or eddies. 

2. For a weir with complete end contractions the following con- 
ditions are necessary: a The opening must be in a plane surface, 
perpendicular to the course of the stream, b The opening should 
have sharp edges on its crest and sides, on the upstream face; for 
depths less than 5 inches the thickness of its walls at the point of 
discharge should be not over one-fourth the depth, and for depths 
of from 5 to 24 inches, the thickness of the walls should be not 
over one-tenth of the depth, c The distance of the crest of the weir 
from the bottom of the stream should be at least three times the 
depth of water on the weir crest, d The distance of the vertical 
sides of the opening from the sides of the channel should be at least 
twice the depth of water over the crest, or of the head H. e The 
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length of the crest should be at least three times the depth of water 
over it, or of the head H. / The depth of water flowing over the 
crest should be not less than three inches. 

3. In order to be negligible, the velocity of approach for weirs 
with crests up to three feet long, and with a depth of 12 inches, 
should not be greater than six inches per second; for crests from 
three to six feet long, and with a depth of 24 inx:hes, it should not 
exceed eight inches per second. In all these cases the cross-section 
of the channel of approach should be at least seven times that of 
the weir. 

4. The sheet of issuing water should be perfectly free from the 
walls below the crest in order to allow free circulation of air. For 
short weirs it is sufficient that the lateral walls of the lower channel 
be free from the sides of the weir. In such a case, when air passes 
freely underneath, the level of the water in the lower channel has 
no influence on the discharge unless it reaches the level of the crest. 

5. The depth of water should be measured accurately, at a point 
that is not affected by the flow, and that is free from influence by 
wind or other disturbing factor. The height or head should be read 
to within one-three-hundredth of the depth in order that the error 
may be within one per cent. 

6. The weir should be carefully constructed and located. It 
should not vary more than four degrees from being perpendicular 
to the channel. The crest of the weir should be truly horizontal. 

When the conditions just mentioned are observed, and when ob- 
servations are carefully made, the gaging of stream flow by weir 
measurement is the most accurate of any method that has been 
devised. 

Tabulation of Measured Discharges. 

With the rise or fall of the water surface in a stream, at a given 
discharge station, there is a corresponding increase or decrease in 
the discharge. If a number of discharge measurements have been 
made, at various stages of the water, the results should be tabulated, 
with a record of the mean velocity, the volume and the gage height 
for each observation. 

Discharge Table. 

Such a record as has been described constitutes a discharge table, 
which may be used as a basis for computations showing intermediate 
values between those that have been observed. In Table No. 5 is 
given a discharge table showing measured discharges at different 
stages of water in a canal. For convenience each stage is taken as 
being exactly two feet distant in height from the next higher and 
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TABLE No. 5. 
DISCHARGE TABLE FOR CANAL. 



Depth of 

Water 

Feet 


Area of 
Cross-Section 
Square Feet 


Mean Velocity 

Feet 

per Second 


Discharge 
Cubic Feet 
per Second 


2.0 


24.0 


1.24 


29.8 


4.0 


56.0 


1.62 


90.7 


6.0 


96.0 


1.89 


181.4 


8.0 


144.0 


2.10 


302.4 


10.0 


200.0 


2.29 


445.8 



TABLE No. 6. 

DISCHARGE TABLE FOR SAN JOAQUIN RIVER, 
At Herndon, California. 



No. of 
GsLging 


Gasre Heieht 
Feet 


Area of 
Cross-Section 


Mean Velocity 
Feet 


Discharge 
Coble Feet 


Square Feet 


per Second 


per Second 


1 


4.00 


1,198 


1.67 


1,995 


2 


3.85 


1,273 


1.52 


1,937 


3 


6.65 


2,262 


3.28 


7,419 


4 


8.00 


2,769 


4.05 


11,225 


5 


3.00 


1,005 


0.68 


677 


6 


2.60 


730 


0.45 


332 


7 


2.55 


703 


0.38 


270 


8 


4.10 


1,350 


1.78 


2,406 


9 


9.33 


3,839 


4.15 


15,942 


10 


2.75 


722 


0.59 


424 



rp^ 



u i * ' " ■^((j j?^V\W 




Fig. 91. Cross Section of Canal, 
6howino| Different Stoges of Water. 



lower stages. The form of 
cross-section of the canal 
IS shown in Figure 91. For 
convenience the form is 
shown regular, with regu- 
lar slopes. In practice, 
however, such regularity 



in cross-section is seldom found, since ordinary streams, or even 
canals, after considerable use, have rather irregular cross-sections. 
In such cases values interpolated between observed discharges will 
necessarily be only approximate, though sufficiently close for prac- 
tical use. 
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For a practical example a discharge table giving the results of 
field observations on the San Joaquin River, in California, is shown 
in Table No. 6. This is taken from a report of the United States 
Geological Survey and is shown as an example of actual field work. 

Discharge Curve. 

The rates of flow of a given stream, at a discharge station, may 
be shown graphically in the form of a discharge curve, within the 
limits of observed values. In order to form such a discharge curve, 
the results of the various gagings, as entered in the discharge table, 
are platted on cross-section paper with the gage heights as ordinates 
and the discharges as abscissas, all values being referred to the origin 
of 'co-ordinates. 

When this is done the result of each gaging will be shown as a 
point, at some designated place on the paper. If there are a num- 
ber of these points, well distributed according to different stages of 
the stream, it will usually be found that they will all lie approxi- 
mately in the path of a parabolic curve. Such a curve is sketched 
through or near the points; the surveyor, from observation and 
knowledge of local conditions, should give greater weight to some 
points than to others. 

In Figure 92 is shown a discharge curve drawn from the data 






« 
I 



11 






















~ ' 














— 


— " 




^ 


pn 


10 






































^ 


^^ 








































^ 


p^ 










« 






























.^ 


y 




























































8 
























t^ 


y^* 








































-__^> 


y^ 
























7 


















^ 


^ 










































y 






























6 














y 












































/" 


































5 








— -^ 


y 












































y 






































4 






Z 












































/ 










































^ 


—^ 


/ 










































z 




































■ -1 




2 
































Mill 






i 


§ 


§ 


§ 


§ 

•0 


•i 


1 


00 


t£ 


1 

s 


§ 


1 


1 


' 2 


S 


<o 


t^ 


1 


oi 


s' 


1 


n 



Discharsre In Cubic Feet per Second. 
Fig. 92. Discharge Curve for Hemdon Station, on San Joaquin River, 

California. 

f From U. S. Geological Survey). 
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given in Table No. 6. The gage heights are platted as ordinates, 
in feet, and the discharge values are platted as abscissas, in cubic 
feet per second, in the manner that has been described; their posi- 
tions are shown by the small circles. The curve drawn through the 
several points is the discharge or rating curve ; it is seen to resemble 
in form a parabola. For any values lying within the limits of the 
platted values, points are interpolated on the curve, whose corre- 
sponding ordinates and abscissas represent respectively the gage 
heights and discharge values required. 

Rating Table. 

When a disxrharge curve has been drawn, in the manner just 
described, a rating table may readily be prepared, showing the dis- 
charge for every tenth of a foot of gage height, within the limits of 
the observations. Such a rating table is simply a numerical expres- 
sion of the discharge curve previously described. 

In preparing a rating table, the first figures, representing the 
lowest values, are taken from the discharge curve drawing, be- 
ginning at the lower left hand corner. The lowest abscissa, inter- 
secting the axis of ordinates at the nearest tenth of a foot to the 
origin of co-ordinates, is followed from left to right until it intersects 
the curve, and the value represented by the distance is entered in 
the table opposite the tenth of a foot taken. The abscissa correspond- 
ing to the next tenth 'of a foot in height is. then followed out, as 
just described, and its length from the axis of ordinates to the curve 
at the right, is also found and recorded. This process is continued 
for each succeeding tenth of a foot of gage height ; the correspond- 
ing distances to the curve are tabulated as discharges. 

When a table has been prepared in this manner it will be found 
that there is an increasing value for the discharge, and that the 
difference between the successive values is constantly increasing. 
Owing, however, to the small scale to which such a sketch is neces- 
sarily drawn, the figures taken from the drawing do not always 
have this constantly increasing value; some being proportionately 
too large and others too small. In order, therefore, to smooth out 
the curve it is a good plan to set off between the lines of the rating 
table, the differences in the quantity of discharge, making a third 
column. Upon examining this column several points are quickly 
detected where the differences are not regular. After considering 
these it will be seen that a slight adjustment of the differences, and 
the addition or subtraction of a small amount to or from the figures 
of discharge, will smooth out these irregularities. This adjustment 
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should be made and, as a check upon the accuracy of the work, the 
resulting figures, after the rating table has been smoothed out, 
should be platted upon the original drawing, in order to determine 
by inspection, that the rating table, as finally adjusted, is accordant 
with the observations. This method of graphic construction avoids 
difficulties and liability to error in the use of the higher mathematics, 
and its accuracy is well within that of the original data. 

A rating table should be complete in all respects. It should con- 
tain the discharge for the lowest as well as the highest gage heights 
occurring during the period for which it is applicable. The dis- 
charge should be given for every tenth of a foot in gage height and, 
if the gage has been read to hundredths, the table should give 
values for each half-tenth in height. The volume of discharge is 
usually given to the nearest cubic foot. This is sufficiently close 

TABLE No. 7. 

RATING TABLE FOR SAN JOAQUIN RIVER, 

At Herndon, California. 



Gasre 
Height 



Discharsre 



Gasre 
Heisrht 



Discharsre 



Gaffe 
Height 



Discharsre 



Gasre 
Heisrht 



Discharsre 



Feet 

2.3 
2.4 
2.5 
2.6 
2.7 
2.8 
2.9 
3.0 
3.1 
3.2 
3.3 
3.4 
3.5 
3.6 
3.7 
3.8 
3.9 
4.0 
4.1 
4.2 
5.3 
4.4 



Sec. Feet 


Feet 


80 


4.5 


165 


4.6 


250 


4.7 


340 


4.8 


430 


4.9 


520 


5.0 


610 


5.1 


700 


5.2 


820 


5.3 


940 


5.4 


1,060 


5.5 


1,180 


5.6 


1,300 


5.7 


1,450 


5.8 


1,600 


5.9 


1,750 


6.0 


1,900 


6.1 


2,050 


6.2 


2,220 


6.3 


2,390 


6.4 


2,560 


6.5 


2,730 


6.6 



Sec. Feet 

2,900 
3,080 
3,260 
3,440 
3,620 
3,800 
4,000 
4,200 
4,400 
4,600 
4,800 
5,012 
5,224 
5,436 
5,648 
5,860 
6,088 
6,316 
6,544 
6,772 
7,000 
7,270 



Feet 


Sec. Feet 


6.7 


7,540 


6.8 


7,810 


6.9 


8,080 


7.0 


8,350 


7.1 


8,620 


7.2 


8.890 


7.3 


9,160 


7.4 


9,430 


7.5 


9,700 


7.6 


10,008 


7.7 


10,316 


7.8 


10,624 


7.9 


10,932 


8.0 


11,240 


8.1 


11,552 


8.2 


11,864 


8.3 


12,176 


8.4 


12,488 


8.5 


12,800 


8.6 


13,120 


8.7 


13,440 


8.8 


13,760 



Feet 

8.9 

9.0 

9.1 

9.2 

9.3 

9.4 

9.5 

9.6 

9.7 

9.8 

9.9 

10.0 

10.1 

10.2 

10.3 

10.4 

10.5 

10.6 

10.7 

10.8 

10.9 

11.0 



Sec. Feet 

14,080 
14,400 
14,760 
15,120 
15,480 
15,840 
16,200 
16,560 
16,920 
17,280 
17,640 
18,000 
18,400 
18,800 
19,200 
19,600 
20,000 
20,400 
20,800 
21,200 
21,600 
22,000 
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for all ordinary purposes, since stream measurements are not usually 
made to a degree of refinement that will require any closer figures. 

In Table No. 7 is given a rating table for the San Joaquin River 
at Hemdon, Cal., which was prepared in the manner just described 
from the discharge curve shown in Figure 92. The discharge 
curve, discharge table and rating table shown are all taken from the 
report of the United States Geological Survey, previously referred 
to; they are given as representing good examples of actual practice 
for such work. 

The length of time during which a rating table can safely be ap- 
plied to observations at a given discharge station should be deter- 
mine(l by the surveyor and noted upon the table in order that it may 
not be used beyond proper limitations. Where the channel is x:on- 
stantly changing, as is the case in most streams, a table cannot be 
used for many weeks or months unless it be referred to the readings 
of heights as interpreted by additional soundings. 

Discharge by Formula. 

It is sometimes required to compute the discharge of a stream 
throughout a given stretch or portion of its length, under con- 
ditions where it is not convenient to undertake close measurements, 
or where approximate values are sufficiently close for the purpose 
required. 

In some cases, after determining the discharge of a stream by one 
of the mehods that have been described, it is advisable to compute 
the flow by some different method for purposes of comparison. 

In either of the above cases it is x:ustomary, when an alternative 
method is required, to compute the discharge by formula; and for 
this purpose the well known formulas of Chezy and of Kutter are 
commonly used. 

The Chezy formula, which is the fundamental formula for stream 
discharge, is: 

Q = AV (I). 

in which Q = the discharge of the stream, usually in cubic feet 
per second ; 
A = the area of channel cross-section, usually in square 

feet; 

V = the velocity of flow, usually in feet per second. 

The various methods of ascertaining current velocities by floats 

and by meter, which have been discussed in this manual, require 

the measurement of velocity by direct observation. In applying the 

Chezy formula, however, to the determination of stream discharge, 
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the mean velocity of a stream is considered a function of the slope 
and of the wetted perimeter of a stream. This may be expressed by 
formula as follows : 

V = c ^R-5- (2) 

in which R = the hydraulic radius or the hydraulic mean depth of 

the channel ; 
S = the sine of the surface slope, for which, owing to 

its small value, the surface slope is substituted ; 
C is a variable coefficient, depending upon the nature of 

the channel. 

Slope. 

The slope of a stream, or rather of a section of a stream, is the 
difference in elevation between the upper and lower ends of the 
section, commonly called the fall, divided by the distance or the 
length of the section. The value of the slope may be expressed by 
an equation thus: 

S 4 (3) 

in which F = the fall in feet from the upper to the lower end of 
the section; 
L = the length of the slope section in feet. 

The slope section should be of suitable length; such length will 
depend largely upon the nature of the stream, the accuracy required 
in the results and the size and length of the stream under con- 
sideration. 

Thus, in the case of a canal or an irrigation ditch, where the 
values determined by formula are compared with those obtained by 
direct measurement, sections of loo or 200 feet in length are com- 
monly considered. 

In the case of a river or other large stream, where the object may 
be to determine discharges at maximum stages of the water, slope 
sections varying in length from several hundred feet to several 
miles, are used. In sux:h cases the extremities of the slope sections 
are located, as closely as possible, at the principal points of change 
of slope in the stream. In the gaging of the Mohawk River by the 
New York Barge Canal survey, the river from Herkimer to Cohoes, 
a distance of 84.1 miles, was divided into thirteen slope sections, 
each section being from 2.7 to 11.3 miles long. 

It is difficult to ascertain accurately the slope of the water surface 
in a stream, since in nearly all streams, there are pulsations in the 
water, causing the surface to rise and fall locally. In most streams 
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the slope of the bottom is far from uniform, and the flow of water 
in any given section is more or less influenced by the flow in the 
adjacent section, above or below. For example, if a section 500 
feet long has a slope of 5 feet to the mile, and the section of the 
same length, next below, has a fall of 4 feet to the mile, the in- 
fluence of the steeper slope of the upper section will be felt in the 
lower section. For this reason it is a good plan to consider a num- 
ber of adjacent sections, comprising a considerable portion of the 
length of a given stream, in one computation, being careful to take 
into account the diversity of cross-section at various places in the 
length. 

In determining the slope of the surface of a stream, levels are 
taken of the water surface at each end of the slope section, and re- 
ferred to some datum or bench mark. A good plan is to set firmly 
a stout wooden stake below the water surface at each end of the 
slope section, and then to drive a nail into the top of eax:h stake, so 
that the nail head wdll exactly coincide with the water surface. 
Levels can then be run from one stake to the other; the difference 
in elevation between the two nail heads, divided by the distance 
between the stakes, will give the slope. 

In case it is not possible to have the nail heads exactly at the 
water surface the results will be the same if they both have the 
same relative position with respect to the water surface. Under 
ordinary conditions this method of determining the slope will give 
accurate and satisfactory results. 



The Wetted Perimeter. 

Surface of Water 



B ^-esgiC 




The wetted perimeter is 
that portion of a stream chan- 
nel that is in contact with the 
water. Thus in Figure 93, 
in which is shown the cross-* 

F»q. 93. Cro65 Section of Stream* ,. - , ,- 

dhowincj Wened Perimetei'. section of a Stream, that por- 

tion of the perimeter of the 
channel that is shown below the water surface is the wetted perim- 
eter. The form of outline of the wetted perimeter of a stream has 
an important influence upon the velocity of the current. 

The Hydraulic Radius. 

The hydraulic radius, which is sometimes called the mean radius 
of a stream, is the mean depth of the channel below the water sur- 
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face. The value of the hydraulic radius for any given cross-section 
of a stream can be obtained by means of the equation : 

R = t (4) 

in which R = the length of the hydraulic radius, usually in feet; 
A = the area of wet cross-section, usually in square feet ; 
P = the length of the wet perimeter, usually in feet. 
The Coefficient C. 

In computing discharge by the use of the Chezy formula, it is 
necessary to find a value for the coefficient C, that is applicable to 
each individual case where the formula is used. It was formerly 
the practice among hydraulicians to consider C a constant, each in- 
vestigator assigning a value to it corresponding to that derived 
from experiment. 

In modern practice, however, C is treated as a variable coefficient 
whose value is dependent upon the size, shape, slope and degree of 
roughness of the channel. In determining the value of C for any 
given case it is customary to make use of the auxiliary formula of 
Ganguillet and Kutter, commonly known as Kutter's formula. This 
formula is expressed in the following equation : 

41.6 + -^ + -^ 
^ ^ l+(4L6+^)n (5) 

In this equation R and s have the same significance as in the 
Chezy formula and the new factor n is called the coefficient of 
roughness. 

The Coefficient of Roughness. 

The value of the coefficient of roughness, n, was determined by 
Kutter for six different classes of channels, only two of which were 
natural channels and, therefore, of direct interest to the hydro- 
graphic surveyor. These two values are as follows : 

N = 0.025 for channels in earth, brooks and rivers ; 
N = 0.030 for streams with detritus and aquatic plants. 

Since the death of Kutter the late P. J. Flynn, Member American 
Society Civil Engineers, from an extended series of experiments, 
derived values for n for a number of different channels. The com- 
plete results of these experiments were published in Mr. Flynn's 
book on the "Flow of Water in Irrigation Canals/* and need not be 
given here. The following values for n, given by Mr. Flynn as the 
results of his experiments, are applicable to natural channels and 
canals : 
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n = .0225 for canals in earth above the average in order and 

regimen ; 
n = .025 for canals and rivers in earth, of tolerably uniform 

cross-section, slope and direction, in moderately good 

order and regimen, and free from stones and weeds ; 
n = .0275 for canals and rivers in earth, below the average in 

order and regimen ; 
n = .030 for canals and rivers in earth, in rather bad order and 

regimen, and having stones and weeds occasionally, 

and obstructed by detritus, 
n = .035 for rivers and canals with earthen beds, in bad order 

and regimen, and having stones and weeds in great 

quantities, 
n = .05 for torrents encumbered with detritus. 

Irrigation Canals. 
A series of experiments on the flow of water in irrigation ditches 
and canals was conducted in Utah in 1897 by Prof. Samuel Fortier, 
under the auspices of the United States Geological Survey and of the 
agricultural experiment station of Utah. The results of these ex- 
periments were embodied in a paper written by Prof. Fortier and 
published as one of the Water Supply and Irrigation papers of the 
United States Geological Survey. This paper contains a number of 
values for n, applicable to irrigation ditches and canals, these values 
having been derived from the results of the experiments just re- 
ferred to. The following values for n are taken from this paper : 
n = 0.0175 for canals in earth, in excellent condition, well coated 
with sediment, regular in cross-section, and free 
from vegetation, loose pebbles and cobbles, 
n == 0.020 for canals in earth, in good condition, lined with 
well packed gravel, partly covered with sediment, 
and free from vegetation, 
n = 0.025 for canals in earth, in average condition, having few 
sharp bends, and being uniform in cross-section ; the 
water slopes and bottom being lined with sediment 
and minute algae, or composed of loose, coarse 
gravel and fragments of rock less than 2 inches in 
diameter, and free from vegetation, 
n = 0.030 for canals in earth, in rather poor condition, having 
the bed partially covered with debris; or having 
comparatively smooth sides and bottom, with bunches 
of grass and weeds projecting into the water, and 
with aquatic plants growing in the channel. 
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n == 0.035 ^or small ditches, having a rough, uneven bed; and 
for canals in earth, in fairly good condition, but 
partially filled with aquatic plants. 

n = 0.040 for canals in earth, the channels of which are about 
half full of aquatic vegetation. 

n == 0.050 for canals in earth, the channels of which are about 
two-thirds full of aquatix: vegetation. 

From his experiments Prof. Fortier derived a number of con- 
clusions, among them being the following: 

a The coefficient of friction in canals well lined with sediment, 
in good condition and long in use, is less than has usually been 
supposed. 

b The effect of water plants in checking the flow and lessening 
the capacity of irrigation canals may be much greater than a rough, 
uneven channel. 

c Roughness of perimeter in a small ditch exerts a greater in- 
fluence in retarding flow than the same degree of roughness exerts 
in a large canal or a river. 

Example, Ain example will be given, showing the application of 
the Chezy formula to the computation of discharge. The measure- 
ments and observations were made in the Logan, Hyde Park and 
Thatcher canal, near Logan, Utah, being conducted as one of the 
experiments just mentioned. The sides of the channel were smooth 
and coated with sediment. The bottom consisted of earth, gravel 
and pebbles. The value assigned to n is 0.0250. A discharge 
station was laid off, 100 feet in length, and an average of three 
cross-sections, at the two extremities and midway of the discharge 
station, was taken for the mean cross-section; this is shown in 
Figure 94. 

M— /7'5- ->i/*^ 

rt9.94. Cross Section of Cana\, 6how'm3 SubdVvtsions* 

The following values were obtained from measurement : 
A := 30.6 square feet = area of water section ; 
P = 18.9 lineal feet = wetted perimeter; 
S = 0.06 per hundred feet =:= slope. 
The hydraulic radius is obtained by substituting known values in 
the equation 

R = — , which then becomes : R = ^ = 1.62 
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By substituting in Kutter's formula the values given here, a value 
is found for c = 63.16. The values of the several known factors 
are then substituted in the Chezy formula: V = c VRS, from 
which V = 1.97. The fundamental discharge formula is then ap- 
plied and the value of Q is found to be 60.23 cubic feet per second. 
This value for discharge agreed closely with the measurements 
made with a current meter. 

The Flow of Water in Open Channels. 
The phenomena connected with the flow of water in open chan- 
nels have been the subjects of much study and observation by 
various hydraulicians. A great deal has been learned about this 
subject, although the theory of the flow of water is still incomplete 
and the laws governing it are not sufficiently understood to allow of 
going beyond the data acquired from experience. There are, how- 
ever, certain conditions and principles attending the flow of water, 
which are sufficiently well known to be considered as practically 
fixed, and which may be stated in the form of rules or laws. The 
well known formulas of Chezy and of Kutter are generally accepted 
as correct, although they are empirical, being based upon the results 
of observation and experiment. The same is true in a general way 
of all other formulas or laws that are applied to the flow of water 
in open channels. 

Vertical Transverse Velocity Curves. 

If we imagine a flowing stream to be intersected at right angles 
to its axis by a vertical plane, diflFerent points in that plane will have 
different velocities or rates of flow. The bottom and sides of the 
channel retard the flow of the water close to them in proportion to 
their roughness, the retardation being due to the influence of eddies 
in the water and also to the friction of the flowing water against 
the perimeter of the channel. The velocity at the surface of the 
water has been found to be somewhat less than that a little lower 
in the section. 

The retardation of the surface, velocity has been attributed to 
several different causes ; one cause is said to be the rising by vertical 
motion, of the lower water to the surface, after being checked in its 
flow by coming in contact with the rough places in the perimeter of 
the channel. Mr. Frederick P. Stearns has attributed the reduction 
of surface velocity to the. general retarding by friction of the layers 
of water adjacent to the banks of the stream; this water rising to 
the surface, and thereby making the water surface at the edges of 
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the channel higher than at the center, and causing a flow of th^ 
slowly moving water from the sides toward the middle, thereby de- 
creasing the surface velocity of translation, depressing the point of 
maximum velocity, and lowering in general the filament of mean 
velocity. 

This is an ingenious theory and, in the opinion of the author, is 
applicable to streams of moderate size. For large streams, however, 
it is not thought that this theory will hold good. In the author's 
experience on the Mississippi River he knows of at least one in- 
stance where, during high water stage, the water surface in the 
river was higher on one side of the channel than on the other, the 
difference in elevation being something like one-tenth of a foot. In 
another instance the surface of the water in this river was reported 
to be actually higher in the middle of the channel than at either edge. 

The friction of the surface of flowing water against the air has a 
retarding influence upon the velocity of flow and, in the case of a 
strong wind blowing upstream, there may be a decided effect upon 
the surface velocity, also upon the positions of the maximum and 
the mean velocities. The author has noted the effect of a stiff wind 
upon the water surface in the Mississippi River, both when blowing 
upstream and also in the opposite direction. In the former case 
waves of considerable size would be formed over the entire water 
surface, the size of the waves increasing with the force of the wind. 
In the case of a wind blowing downstream, there would be but 
slight agitation of the water surface; the only perceptible effect 
would be the formation of ripples or an appreciable acceleration of 
the surface velocity. 

The depression of maximum velocity in the channel is known to 
be more pronounced with an increase in the roughness of the perim- 
eter, in the steepness of the banks and in the ratio of depth to width. 
In the case of a wide, shallow stream, where the bottom merges 
imperceptibly into the banks, maximum velocity occurs, under nor- 
mal conditions, at or very near the surface of the center of the 
stream. 

On the other hand, in a deep, narrow channel, as for example, in 
a canal or open conduit, with vertical sides, the maximum velocity 
occurs at a considerable distance below the water surface; as indi- 
cated by recent experiments, this depression may amount to as much 
as one-third, or even two-fifths, of the total depth. In such cases 
the depression of the filament of maximum velocity myst result in a 
lowering of the filament of mean velocity. The surveyor should 
therefore bear in mind that while current observations at six-tenths 
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depth give fair values for mean velocity in shallow streams, this 
ratio should be inxrreased to about two-thirds depth in the case of 
canals and flumes and narrow natural channels. 

In Figure 95 is illustrated a vertical transverse section of a 
stream, showing lines of equal velocity in different parts of the 
cross-section. It will be seen that the line of minimum velocity is 
the one nearest the perimeter ; that the velocity increases toward the 
surface until the maximum velocity is reached, a short distance be- 
low the surface. On account of the resistances on the perimeter of 
the channel and at the surface of the water, the maximum velocity 
of a stream, in a straight reach, is generally found over the deeper 
part of the channel and always below the surface, except when wind 
is blowing downstream at a velocity equal to or greater than that of 
the current. The line of mean velocity in each section is shown by 
the heavy broken line in the figure ; it is seen to be about six-tenths 
of the depth below the surface in each section, in accordance with 
the principle previously explained. 

Horizontal Velocity Curve. 
If we imagine a horizontal plane to be passed through the water 
at the place where the cross-section shown in Figure 95 was taken, 
a foot below the water surface, the current velocities at that depth, if 
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Fi<j. 95. Cross Section of Stream, showing Curves of Equal Velocity. 
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Distanced in F^et from Initial Point-, 
Fi(^96. Horizontal Velocity Curve, One Foot below durfoice. 

represented graphically, would appear as shown in Figure 96. In 
this figure the distances from the initial point to the points where 
the respective velocity observations were made, are abscissas and 
the velocities are ordinates. A line passing through the points thus 
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located is called a horizontal velocity curve; it resembles in form a 
parabola. A curve of similar form will be obtained by platting in 
this manner the current velocities in a horizontal plane at any given 
depth between the water surface' and the bottom of the channel. 
The greatest velocities are seen to be over the deepest part of the 
channel, in accordance with the principles previously stated. 

In practice the horizontal velocity curves of streams will not usually 
be found as regular and symmetrical as that shown in the figure. 
Local conditions of roughness of perimeter or of obstructions to flow, 
causing slack water and eddies, will affect the shape of the hori- 
zontal velocity curve for any given stream. In general, however, 
such a curve will resemble a parabola in form. 

Vertical Longitudinal Velocity Curve. 
If the stream whose cross-section is 
shown in Figure 95, be intersected by a 
vertical plane along its axis, the relative 
'rate of flow at different depths may be 
represented graphically in the manner 
shown in Figure 97. If the different 
velocities are represented by horizontal 
lines whose lengths are proportional to 
the respective velocities, a curve passing 
through the outer extremities of the 
lines thus drawn, will resemble a para- ^«g'9"f. vertical Ve\ocHy Curve 

' ^ on Axis o-T Stream. 

bola, whose axis is a short distance below 
the surface. 

In the measurement of streams it is not essential to know the 
exact mathematical form of a vertical velocity curve for a given 
stream. It is, however, important to know the relation between the 
surface velocity, the mid-depth velocity, the maximum velocity and 
the minimum velocity of a stream or of a section of a stream, in 
order to be able to compute the flow with reasonable accuracy when 
any one of these is known ; and so that, if the current velocity of the 
measured at some known point in a section the mean velocity of the 
entire section can be calculated. 

The Coefficient of Reduction. 
It has been shown that in a given stream the surface velocity is 
somewhat greater than the mean velocity; that the maximum 
velocity is below the water surface, but above mid-depth; and that 
the point or filament of mean velocity is from six-tenths to two- 
thirds of the total depth below the surface of the water. The rela- 
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tion between the surface velocity and the mean velocity is important 
in the use of surface floats, and in using current meters when the 
current velocity is measured only at or near the surface since, in such 
cases a coefficient must always be applied in order to ascertain the 
mean velocity in the vertical section in which the measurement is 
made. 

In determining the proper coefficient to apply for current observa- 
tions at the surface, or at any given depth, recourse must be had to 
the results of experiments and observations that have been made by 
hydraulicians and by hydrographic engineers. The following gen- 
eral rules are given as being in accordanK:e with good practice, and 
as representing the results of careful and thorough investigations. 

For ordinary streams of moderate size it is generally true that 
the mean velocity in the section or portion of the cross-section 
where the observation is made is nine-tenths of the surface velocity 
of the section. If the surface velocity is determined only at the cen- 
ter of the channel, or at the place of maximum surface velocity, the. 
mean velocity for the entire cross-section is about eight-tenths of the 
surface velocity found. In such cases 0.9 and 0.8 will be the respec- 
tive values of the coefficient of reduction to be applied in order to 
obtain the mean velocity required. 

For rivers of considerable size, the values of the coefficient that 
have been given will vary somewhat, the true value depending 
largely upon the shape and size of the channel and the nature of the 
wetted perimeter. The coefficient would be greater for large, deep 
rivers, with smooth, uniform channels ; it would be least for small, 
shallow streams, with rough beds. In most cases the value of the 
coefficient will be found between the limits of 0.8 and 0.9. The 
variation of the coefficient to be applied to the surface velocities is 
such, therefore, as to render this method of obtaining mean velocities 
unsuitable for use when accurate results are required. In the case 
of rapids or in time of high floods it is often impossible to ascertain 
any but surface velocities, and in such cases the use of a coefficient 
for determining mean velocities from observed surface velocities is 
necessary. 

A great many observations and experiments have been made by 
diflFerent investigators to determine the relation between the velocity 
at mid-depth and the mean velocity in a vertical section of a stream. 
In the accompanying Table No. 8 is given the results of observations 
derived from some of the best known experiments that have been 
made in order to determine current velocities. 
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Table No. i8, Showing The Relation Between Mid-depth 
Velocity and Mean Velocity in a Vertical Section of a 
Stream. 

Coefficient of 

observations made at mid-depth. *^!^wf*!^f 

for Obtainins: 

Mean Velocity. 

Humphrey and Abbott, on Mississippi River 0.98 

Gen'l. T. G. Ellis, on Connecticut River 0.94 

Wheeler and Lynch, on Merrimac Flume 0.95 

H. A. Pressey, average of 78 velocity curves on streams in 

New York State 0.94 

It will be seen that there is a variation of 4 per cent, between the 
highest and lowest coefficients given. Mr. H. A. Pressey, in a paper 
entitled "Observations on the Flow of Rivers in the Vicinity of New 
York City," which was published 1>y the United States Geological 
Survey, states that there was a variation of 5 per cent, in the observed 
velocities of the different streams measured by him. In view of 
these facts it is usually more satisfactory, in obtaining mean current 
velocity, to measure the velocity of a stream at the point of mean 
velocity, than to measure the velocity of mid-depth and then apply 
a coefficient. 

Cross-sections of Minimum Resistance. 

In accordance with the Chezy formula, a channel or conduit of 
circular cross-section is of the form that offers the least resistatice 
to the flow of water, since in such a form the wetted perimeter is a 
minimum and the mean depth or the hydraulic radius is a maximum 
for any given cross-sectional area. 

For open channels a semi-circular form of cross-section would, 
therefore, conform more nearly than any other to the requirements 
of easy flow. Such a form of conduit is seen in the Sterling flume, 
a wooden conduit of semi-circular cross-section used in conveying 
water for power and for irrigation purposes in some of the Western 
States. 

For a ditch or a canal it is not 
usually practicable to make the \T ^ 

cross-section semi-circular In 
form, but the nearer the cross- 
section approaches that form the 

less will be the resistance to 

n f J • • f e riq.95.Cro55 Section of Miniffium Resistance. 

now. In designing a form of ^ 

canal or ditch for maximum flow 

the following method is applicable: Draw to scale a semi-circle of 
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the same area as that of the required cross-section. Draw the side 
slopes of the channel as tangents to the arc and connect them at the 
bottom by a tangent to the arc, drawn horizontally; the resulting 
figure will be similar to that shown in Figure 98, this will give a 
somewhat larger cross-sectional area than required, but the accumu- 
lation of silt in the channel will generally reduce it. 

In a case where the slope of a proposed ditch or canal is steep and 
it is desired to produce a minimum or a reduced flow, the cross-sec- 
tion of the channel should be made wide and shallow with flat side 
slopes. 

Measurement of Stream Flow Under Ice. 

It is frequently required to measure the flow of streams that have 
been frozen over and become coated with a solid ice cover. In such 
cases the only practicable method of measuring current velocities is 
with a current meter, since the .water surface is not accessible for 
the use of floats. The author has made a number of current meas- 
urements in ice-covered streams among the Pocono Mountains in 
Pennsylvania, in which the use li a current meter aflforded satis- 
factory results. In many cases the measurements were made under 
a solid ice cover of from three to six inches in thickness. In making 
such measurements a path or channel, from one to three feet wide, 
was cut in the ice from bank to bank, and normal to the axis of the 
stream. Care was taken to make the edges of the cut as regular as 
possible and to remove all the loose ice from the water, allowing no 
tilted or inclined pieces in the channel, and no loose pieces to escape 
under the ice downstream. 

The velocity measurements were made either by velocity observa- 
tions at several points in each vertical, or by the integration method, 
according to the size of the stream and the convenience of observa- 
tion. These methods were used in preference to single point obser- 
vations for mean velocity, on account of the uncertainty of the posi- 
tion of the point of mean velocity. 

It is evident that the form of vertical velocity curve for a stream 
flowing under an ice cover will not be the same as for the same stream 
in an open channel. In the former case the surface velocity is re- 
tarded considerably by friction of the water against the ice cover; 
in many instances, especially in small streams, the flow is under 
head. 

From the results of measurements made by the author and from 
observations of other engineers, it appears that there are in such a 
vertical velocity curve two points of mean velocity, one point being 
near the surface, and the other almost three-fourths of the total 
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depth below the surface. According to Mr. Pressey's paper, to 
which reference has been made, these points of mean velocity are 
situated respectively at thirteen-hundredths and seventy-three- hun- 
dredths of the depth, for the streams whose measurements are given 
in the paper mentioned. 

In many cases it may be preferable to make the velocity measure- 
ments in an ice-covered stream at mid-depth in each vertical arid to 
apply thereto a coefficient to obtain the mean velocities. The value 
of this coefficient for ordinary sized streams is generally 0.88, that 
is the mean velocity of the current for each vertical will equal the 
mid-depth velocity multiplied by 0.88. 

Sediment Observations. 

In making a survey of a silt-bearing stream it is often necessary 
to determine the nature and extent of the sediment that is carried 
in suspension in the water. While sediment observations may prop- 
erly be considered as being rather beyond the scope of Hydrographic 
Surveying, it is thought advisable to include a brief explanation of 
the subject in this Manual. Considerations of turbidity, color, etc., 
which are of interest chiefly to the sanitary engineer, will not be 
treated; only the method of determining the quantity and the na- 
ture of the sediment and its effect upon the physical characteristics 
of streams will be considered. 

The sediment or silt carried in suspension by the water of a river 
or stream often has an important bearing upon the regimen of the 
stream. The finer and lighter particles of silt, possessing a specific 
gravity of unity, are subject to the slightest action of the current 
and, unless caught in some stagnant place, will be carried to the 
mouth of the stream. The heavier particles, as the current is checked 
at some bend or by some obstacle, find lodgment in various places 
and form shoals, sand bars, islands, etc. 

The character and volume of this water-borne material will vary 
according to the stage of the water and also at different depths in 
the channel. Sediment observations require that samples of the 
water be obtained, the percentage of sediment determined in each 
sample, and the sediment found therein weighed to find its specific 
gravity. The samples of water should be collected from different 
parts of the cross-section and at different depths, especially near the 
surface, and at or near the bottom. Samples from intermediate 
depths should also be taken if required. The period of collection and 
of observation should extend over as long a time as may be considered 
necessary. 
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Water samples should be collected daily during 
this period. Several forms of apparatus have been 
devised for collecting samples of water at the exact 
depths required. Perhaps the most convenient ap- 
paratus of this kind is that designed by the late 
Prof. J. B. Johnson and used by him in sediment 
observations on the Mississippi River. Such an 
apparatus, which is called a hydrophore, is illus- 
trated in Figure 99, which is taken from Johnson's 
Surveying. By its use samples of water can be 
obtained at any desired depth and brought to the 
surface exactly as secured. 

The various samples should be placed in closed 
glass jars; on each jar should be a label containing 
the date the specimen was obtained, the depth from 
which it was taken and such other information as 
may be necessary. The specific gravity of the sedi- 
ment in a sample may be determined by straining 
through filter paper, which should be weighed be- 
fore use, and dried and re-weighed to determine the 
weight of sediment contained on it. The volume of 
the sample should be noted before straining. From 
the data thus obtained the percentage and weight 
of the silt carried in suspension at any required depth can be ascer- 
tained. 



Pi8r.99. 
Hydrophore. 
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